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THE W E A T H E R 


W arm er today and tonight with 
showers tonight. 
W arren temp.- 
H igh 48, low SI. Sunrise 6:50. Sun­ 
set 7:53. 
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GOOI> EVENING 


Ruv Second W ar Loan 
Bonds 
and help keep the planes lip and 
the prices down! 


P R I C E 
F O U R 
C E N T S 
ll. S. TROOPS GOUGE INTO ROMMEL’S “ESCAPE CORRIDOR” 


PAW! 


ALLIES DRIVEfVERY 
FORWARD ON 
ALL FRONTS! 


<{♦ 


Italian Communique Ac- 
v knowedges Fresh Set­ 
backs For Axis In 
Tunisia Campaign. 


NAVAL BATTLE EXPECTED 


BV ROGER GKEEENE 
Associated Press War Editor 
Hounded 
by 
the 
British 
8th 
Arm y, Field M arshal E rw in Rom ­ 
mel's forces today were reported 
abandoning 
M ahares, 
only 
22 
miles south ol Sfax. and also flee­ 
ing the rail town of Mezzouna as 
American arm ored trops gouged 
>nto the Axis “escape corridor” 
Is long the Tunisian coast. 
Mezzouna lies 12 miles east of 
Maknassy, bast of tile A m erican 
flanking 
thrust, 
and 
about 
20 
miles from tile sea. 
Simultaneously, .another Am eri­ 
can 
column 
striking 
eastw ard 
from El G uetar w as declared to 
have captured 1.300 more prison­ 
ers. 
Rom mel's reported flight from 
M ahares m arked a 70-mile retreat 
from tile M areth Line in l l days 
and a 30-mile w ithdraw al from El 
A k arit since Tuesday. 
A B ritish broadcast said U. S. 
trops driving tow ard the sea via 
Mek^ouna “are now reported to be 
‘little more than 20 miles from 
Gen. 
M ontgom ery'* 
spearhead.” 
This would indicate th a t 8tli A rm y 
vanguards had already passed the 
coastal town of Cekhira. 
A bulletin from Gen. Dw ight D. 
Eisenhower's headquarters told of 
m ounting Allied pressure and de­ 
clared th a t the bag of prisoners 
captured since the battle of Wadi 
El A k arit totalled over 9.500 in 
the south alone. 
O ther developments a t-a -glance: 
Air w ar— R A F 's g ia n t bombers 
drain blockbusters on R u h r valley 
w ar foundries, 
breaking 
three- 
night lull: 21 planes missing. 
Russia- M ud-bogged fro n t gen ­ 
erally quiet; Soviet troops kill 500 
Germ ans in 24 hours, hold lines on 
Donets 
river 
below* 
K harkov; 
heavy rains drench Caucasus. 
Southw est 
Pacific 
- 
Tokyo 
claims Japanese 
w arships 
and 
planes sink cruiser, destroyer, IO 
tran sp o rts in 
attac k 
on 
Allied 
tleet iii Solomons; U. S. previously 
listed 37 of 98 enem y planes de­ 
stroyed. 
Allied bombers pound flotilla of 
Japanese supply barges off ’Dutch 
New Guinea, raid strin g of enemy 1 
bases above A ustralia. 
B ataan anniversary—Gen. M ac­ 
A rth u r prays for 
redemption 
of 
Philippines on first anniversary of 
B a ta a n ’s fall, says 16.000.000 Fili­ 
pinos “gasp in slavery” of J a p a n ­ 
ese conquerors. 
I Turn to Page Thirteen) 


R. A. F. Active 
Over Europe 
After a Lapse 


London, 
April 
9. 
Lf*) 
The 
‘AF, resum ing the Allied aerial 
offensive against w estern Europe 
titer a lapse of throe nights, at- 
acked 
targets in the industrial 
lulu* valley last night in a raid 
rom which 21 bombers failed to 
etum , the air m inistry announced 
oday. 
The attack, in which some of 
Hi tain ’s biggest bombers partied 
'ated, w as described officially as 
heavy,” 
but 
the 
w eather ‘over 
ierm any was bad and it was diffl- 
•ult to observe full results, a com- 
nunique said. 
Specific targ ets in the R u h r were 
ot disclosed. 
Objectives in preva­ 
ils raids on y d s oft-bombed area 
ave included the great m anufac- 
uring centers of Essen and Duis- 
urg. 
The R uhr was last bombed the 
ight of April 3 when a g rea t fleet 
f four-engined British w arplanes 
nloaded a 900-ton cargo of ex­ 
w iv e s on Essen, home of the 
iant 
K rupp 
arm am ent 
works, 
bleb w as raided twice in March, 
wenty-one bombers also w ere lost 
i th at assault. 
In addition to stabbing a t the 
uhr last night the RAE laid mines 
enemy waters, the air ministry 
rid. 
The 
Berlin 
radio 
said merely 
lat British bombers had attacked I 
cstern G erm any and reported “a 
insiders hie num ber" of the raid* 
s I u d been shot dow n 
1 


CITIZEN IS URGED TO LOAN MONEY TO HELP WIN WAR « « « 


AGENCIES ACT Chairman of Local Committee |S DISCLOSED 
QUICKLY ON 
Reside^ of County Will 
Bond Salesman Roosevelt in Action 


President Roosevelt opens the second w ar bond drive at the W hite House, making his 
H. Pye, left, his chauffeur when he was assistant secretary of the Navy. 
T reasury 
M orgenthau. Jr., right, and White House staff members look on. 


(NEA Telephoto) 
first sale to John 
Secretary Henry 


Version 
of 
Sea 
Victory 
Sharply Conflicts With 
U. S. Communique 


FAR P A C IF IC ACTIVITIES 


Democrats 
Objecting 
To 
Elimination of One 
Phila. District 


B " th f 
I s un tate>1 In t < J 
Im perial Tokyo headquarters a s ­ 
serted today th a t strong Japanese 
naval and air forces sank or d am ­ 
aged 15 w arships and 
tran sp o rts 
and shot down 37 planes W ednes­ 
day in an a ttac k on an Allied fleet 
25 miles north of Guadalcanal is­ 
land in the Solomons. 
Only six Japanese planes which 
“crash-dived into enemy 
object­ 
ives” were lost, the Tokyo com­ 
munique said. 
The Japanese claim sharply con­ 
flicted w ith a U. S. 
N avy 
com­ 
munique yesterday, referring 
to 
the sam e action, which said A m eri­ 
can fighters shot down 37 of 98 
Japanese planes when the enemy 
attac k ed shipping 
n ear 
G uadal­ 
canal. 
The navy listed seven 
U. 
S. 
planes lost* and m ade no mention 
of dam age to Allied shipping nor 
of Japanese w arships in action. 
Tokyo’s version declared a cruis­ 
er, a destroyer and IO tran sp o rts 
were sunk and three other tra n s ­ 
ports dam aged. 
On other far Pacific fronts: 
Gen. Douglas M acA rthur’* head­ 
quarters announced 
th a t 
Allied 
fliers, striking a t Japanese supply 
lines, blasted a flotilla of enemy 
barges in an hour-long a tta c k off 
Dutch New* Guinea 
and 
strafed 
other Japanese coastal vessels near 
the Aroe Islands. 
On the 
Burm a 
front, 
British 
headquarters reported “no change” 
in the battle along the Bay of Ben­ 
gal coast, where tile Japanese arc 
attac k in g Field M arshal Sir A rchi­ 
bald P. W avell's forces 
not 
far 
from the frontier. 
(Turn to Page Thirteen) 


H arrisburg, 
April 
9. 
LV) 
A 
threatened filibuster by the senate 
Democratic m inority to delay ac­ 
tion on congressional reapportion­ 
m ent today endangered plans to 
wind up the 1913 legislative session 
this month. 
A ppearance of the adm inistra­ 
tion-backed redistricting bill for 
floor action started the hottest p a r­ 
tisan fight of the session with Hie 
D em ocrats vehem ently objecting to 
proposed elimination of one P hila­ 
delphia district and shuffling of the 
Allegheny (Pittsburgh) setup. 
The D em ocratic leadership in the 
house, a t the same time, planned 
renewal of an attac k on the a d ­ 
m inistration ta x program scheduled 
by the Republican m ajority for a 
vote at *9:30 p. rn. Monday. 
The th rea t of a filibuster came 
when 
Senator 
Joseph 
M. 
B arr 
(D -A llegheny) warned he will de­ 
m and reading of bills in full next 
week in the senate rath e r than the 
custom ary reading of only the title. 
He told the Republicans “the only 
thing we can do is make you sit 
there until the bill comes up.” 
lf the threat is carried out, de­ 
clared Republican Leader Weldon 
B. Heyburn, “we will have to meet 
a t 5:30 a. rn. sta rtin g Tuesday. ’ 
The senator added thai reading of 
hulky bills “will prolong the ses­ 
sion to next C hristm as and cost 
the taxpayers hundreds of thou­ 
sands of dollars.” 
He expressed 
confidence 
Senator 
B arr 
"will 
change his mind.” 
B arr claimed am endm ents tacked 
on the bill in com m ittee to realign 
Allegheny districts “turn four out 
of five districts over to the R e­ 
publican p arty with a 95.000 ma- 
(Turn to Page Nine! 


"H old the Line" W age and 
Price Order Is Summarized 


W ashington, 
April 
9 -(A*) — 
Tersely 
sum m arized. 
President 
Roosevelt’s “hold the line” wage 
and price order provides im m ed­ 
iately for: 
No 
general 
above the little 
eept to correct 
ing conditions. 
Ceiling prices on “all commodi­ 
ties affecting tho cost of living.” 
Rolling back of prices now “un­ 
reasonably high, unfair or inequit­ 
able." 


wage 
increases 
steel formula ex­ 
sub-standard liv- 


, to the minimum extent perm itted 
: by law. 
No increases in transportation, 
power, gas and other utility rates. 
No m oving of w orkers from one 
job to another to g et more money. 
In addition. Stabilization D irect­ 
or Jam es F, Byrnes was endowed 
with all the anti-inflationary pow­ 
ers conferred on the president by 
the a et of October 2 to perm it him 
to aet quickly, 
by 
directive, 
to J anee 
stabilize tile economy, boost p ro ­ 
duction and "aid in the effect IN • 


FREEZE ORDER 


Small Army of Rulo-Draft* 
ers Speed Compliance 
Of President's Dras­ 
tic Action 


FARM 
PRICE 
CEILINGS 


Be Put To Test During Drive 


the acid test during 
announced toda\ bv 


Zone Six Actually Produc* 
ing Less Fuel Than It 
Needs in Present 
Ration Demand 
The people of W arren county will be p u t to 
the Second W ar Loan, beginning April 12, it was 
R. W, M ackay, C ounty Chairm an. 
-•**■■■i 
“The United S tates T reasury must raise $13 billion during the NO 
RELIEF 
IN 
SIGHT 
Second W ar Loan, and a, substantial part of this money must be loan­ 
ed to our G overnm ent by people in ordinary w alks of life 
you aud pie 
aud Hie fellow next door,” Mr. M ackay declared. 
It is obvious to every 
thinking man and wom an that as Hie United N ations tak e Hie offen- 
sive against the Axis dictators, the cost of w ar operations increase in 
proportion. 
“The .staggering sums of money necessary for the victory drive of 
t he 
A m erican 
and other 
Allied 
arm ies and navies . . . tile task and 


Tokyo C I a i rn Filibuster Threat M ay Delay 
O f V i c t o r y Action On Reapportionment 
Unconfirmed n«mA/-pulc nkiar+!n/i Tri Key Officials 
Will Discuss 


W O U L D C H A N G E 
I9TH F o o d Traffic 


By IRVING BE HLMEX ER 
W ashington, April 9 
(.IM 
Of­ 
ficial 
W ashington 
mobilized 
a 
small arm y of its rule-drafters to ­ 
day in an effort to speed com pli­ 
ance w ith an overnight order from 
President Roosevelt to hold farm 
prices and wages at alm ost rigid 
levels on the day, 
F irs t action came from the W ar 
Labor Board, which telegraphed its 
regional offices and related ag en ­ 
cies to stop all wage increases 
“except those that clearly come 
within the 15 per cent lim itation 
of the Little Steel Form ula.” 
At the Office of Price. Adminis­ 
tratio n 
officials 
indicated 
that 
early orders could 
be 
expected 
freezing the m a rk e t prices of live­ 
stock and other basic agricultural 
commodities. 
The W ar M anpower Commission 
is under orders to prohibit w orkers 
from shifting jobs in search of 
higher pay, and utility com m is­ 
sions were w arned to hold or cut 
rates 
in 
line 
with 
the govern­ 
m en t’s policy of keeping down the 
cost of living. 
Congress, which has been un­ 
able in recent weeks to agree on a 
m ethod of p u tting income taxes 
on a pay-as-you-go basis, faces s 
presidential request for more tax es, m ay 
and more savings. 


Action Curbs 
Authority O f 
Labor Board 


Seen as President's Person­ 
al Answer to Challenge 
O f Lewis 


BO DY NOT C O N SU LT E D 


Js’o new rises rn ceilings except 4 prosecution oi the w ar.’ 


Chester C. Da vis and Prent­ 
iss M. Brown are Called 
To Testify 


HINT 
R E O R G A N IZ A T IO N 


W ashington, 
April 
9 
(.Ti 
W ith the Office of Price A dm in­ 
istration directly accused of re­ 
sponsibility 
for 
Black 
M arkets 
congress expects to 
hear 
today 
from two key officials what the 
governm ent is doing to sta m p out 
;» “bootleg” traffic in food. 
Chester C. Davis, new adm inis­ 
tra to r of food production and dis­ 
tribution. and Price A dm inistrator 
P rentiss M. Brown were called to 
testify before 
the 
house 
small 
business committee, now probing 
Charges of illegal slaughtering and 
selling of meat. 
Chairm an W right B atm an (D- 
Texi indicated he would ask the 
adm inistrators these questions: 
1. W hy have regulations been 
issued in direct conflict w ith the 
em ergency price control act ? 
2. 
W hy hasn’t there boon a 
house cleaning to rid the govern­ 
m ent of persons responsible for the 
issuance of such regulations? 
3. 
W hy does there continue to 
(Turn ti. Tngt Thirteen) 


Invest More 
Davis Urges 


W ashington, 
April 
9 
(4*) <— 
H igher taxes and increased invest­ 
ments in w a r bonds were listed by 
W ar Food A dm inistrator Chester 
C. Davis today as essentials of a 
successful governm ental program 
for preventing ruinous inflation. 
The new food chief told new s­ 
men a t his first press conference 
since tak in g office th a t present 
controls 
on 
prices 
and 
wages 
could 
not 
succeed 
unless 
steps 
were ta lo n by the governm ent to 
recapture $35,OOO.OOO,OOO in su r­ 
plus spending power, 
Declaring this to be “no IO per 
cent w ar,” the ad m in istrato r said 
civilians should invest much larg­ 
er portions of their Incomes in 
governm ent securities to help fin- 
the w ar and to build up a 
reservoir of purchasing pow er for 
use al a tim e when supplies of 
goods and service* will be larger* 


Explaining his action in a press 
statem ent, Mr. Roosevelt indicated 
he thought it dangerous to the n a­ 
tion’s economy 
to 
k e e p 
arguing 
about p articular concessions 
for 
farm ers or laborers and declared 
ho w as moved to act by the sen­ 
ate's failure this week to kill the 
Bankhead farm price 
bill. 
Tho 
bill, which Mr. R< jose veil had ve- 
(T urn to Page Thirteen) 


Chief U r g e s 
D e f e r m e n f 
O f Fathers 


Philadelphia, 
April 
9. 
(.im 
L ieut. Coni. George ll. J la for, ac t­ 
ing director of selective service 
in Pennsylvania, says draft boards 
should stay the indicium of fa th ­ 
ers who would be entitled to de­ 
ferm ents under new regulations to 
become effective Monday. 
“I feel th a t a m an eligible for 
deferm ent on a M onday is also 
entitled to deferm ent on the pre­ 
ceding Friday, even 
though 
the 
changes are not actually in ef­ 
fect." H afer told 500 m em bers of 
Philadelphia’s 85 draft boards at a 
conference last night. 
Meanwhile, with m isunderstand­ 
ing of the new regulations report­ 
edly Widespread, Irving ('. flan ­ 
nels, chairm an of Draft Board 5 
in Reading, Pa., ordered clerks and 
physicians under him tem porarily 
to Halt the classification and ex ­ 
am ination of m arriage registrants. 
because, he said, “a state of con­ 
fusion exists.” 
The revised regulations have not 
(T urn to Page Thirteen) 
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— 
J, 
Extra Sugar For Homo 
Connors is Arranged 
V 
- 
^ 
* 


W ashington, 
April 
9. 
(.TM 
T hanks partly to the persistence 
of the housewives’ official spokes-' 
man, home canners will get extra 
sugar from OPA again this year 
w ithout penalties. 
The 
spokesman, 
pretty 
Mrs. 
Philip C r ow lie of Hill tm, S. P , 
won h er first m ajor victory last 
night when OPA discarded a pro­ 
posal to require applicants for can­ 
ning sugar to surrender 8 to 12 
points of their canned goods ration 
coupons for every extra pound of 
sugar. 
Instead, canning su g ar will ne 
doled out by local i it ion boards 
on request, as was done last year, * 


i n JO SI I'll A . IX)FTI S , 
I 
W ashington, 
April 
9 
(AM — 
President Roosevelt’s new anti-in­ 
flation stroke drastically lim its the 
W ar Labor Board’* field of au th o r­ 
ity by removing the No. I basis 
for w age im leases in excess of 
the 
“Little Steel” 
formula 
“in­ 
equalities." 
Some informed persons regarded 
tho president'* action as an a s­ 
sum ption of personal responsibility 
for answ ering John L. Lewis’ chal­ 
lenge of the adm inistration's w ar­ 
tim e economic program . 
The WLB, taken by surprise, 
now g ra n t increases on two 
premises only: the 15 per cent 
Little 
Steel 
form ula 
and 
sub­ 
standards. 
The 12 regional W ar 
Labor Boards are now in the pro­ 
cess of determ ining, in term s of 
cents per hour, w hat constitutes a 
substandard w age for their re­ 
spective areas. 
The executive order was issued 
last night without prior consults - 1 
lion with the W ar Labor Board, 
with the possible exception of one 
or two of the public members. By 
coincidence, the board had sched­ 
uled a m eeting for last night and 
decided 
imm ediately 
on 
conven­ 
ing to seek 
a 
conference 
with 
stabilization 
D irector 
Jam es 
F 
Byrnes to preclude any m isinter­ 
pretation of the order. 


WRECK ON P E N NMY 
Youngstown, ()., April 9. 
( IM 
Seven cars of a Pennsylvania 
Railroad passenger train were de­ 
railed and Hie locomotive of the 
tiajn upset after it struck a truck 
on 
Route 
18 a t 
N orth Jackson 
yesterday. 
At least four persons 
were injured. 


E NEM Y SI BS NI N K 
London, April 9 
(AM 
Two 
enemy subm arines w ere sunk last 
m onth by the 
Fighting 
French 
corvette 
A roint 
in 
an 
Atlantic 
convoy battle in which the rela­ 
tively new British destroyer H a r­ 
v e s t e r was l o s t , the adm iralty an ­ 
nounced today. 


To Roll Back 
Prices on Hogs 


Washington, April 9 
(IM 
The 
governm ent intends shortly, it was 
learned authoritatively today, to 
roll h a ck the m ark et price of live 
hogs from current levels ot nearly 
SM) a hundred pounds to about 
•St4.50, and at the same time pro­ 
vide “support prices” lo give hog 
producers additional paym ents. 
Officials, 
w h o asked that their 
names la* withheld, indicated that 
OPA Chief Prentiss M. Brown a n d 
Food 
A dm inistrator 
('hostel 
c. 
Davis had agreed on such a 
p r o ­ 
gram and would issue 
a 
p u b l i c 
s t a t e m e n t later i n t h e day, 
It wa a 
understood, however, t h e s t a t e m e n t 
m e r e l y would announce 
t h a t 
the 


a c t i o n would be 
t a k e n soon, 
a n d 
the a i tu a I O l d e r was not e x p e c t e d 


t o d a y . 
The action, which actually has 
been pending several weeks, wan 
described as the first m ajor result 
of President Roosevelt’s order last 
night 
to "hold the line” on all 
farm prices a n<^ wages, 


, die cost of providing food, tra n s­ 
portation and m unitions for mil­ 
lions of men, over and above Hie 
coat of equipment in planes, guns. 
tanks, ships and other material . . . 
m ust be borne, in large measure 
I bv Hie American people left here 
. at home. 
“It is not only necessary and 
J right th at we should assume this 
additional participation in the war 


I effort 
it is an honor to do so. We 
who arc left here on the home 
front can do no less Ilia ii attem p t 
I to approach the sacrifices of those 
• brave men cult 
on 
the 
fighting 
fronts to whom 
the 
last 
great 
m easure of sacrifice is hut a daily 
offering 
They give their lives. We 
I lend oui money. 
“ While it Is tine 
and this lo the 
everlasting credit of tile Ameri­ 
can people 
(hat there are more, 
people today who own Government 
securities tim ii at any tim e in the 
history of the nation 
or the his­ 
tory en the world 
Hie simple facts 
of the m a tte r are, it is not enough. 
“If the people of W arren Coun­ 
ty, and every county and town iii 
the nation, are to meet their full 
measure of 
responsibility, 
they 
m u st loan their Government overs­ 
een t not needed for the essentials 
(Turn to Rage Nine) 


Weiss P l an s 
I n q u i r y Into 
Gas Situation 


W ashington, 
April 
9 
(AM 
Rep. Weiss (D -P ai said lie intends 
to introduce a resolution 
in 
th e , 
house calling for an investigation 
of the w estern Pennsylvania gaso­ 
line situation. 
Weiss said he had been inform* 
od iliat gasoline stocks in w est­ 
ern Pennsylvania are g re a te r than 
they were a y ear ago, and that 
oil refineries in the area will have 
to shut down over the weekend 
unless they call ship their surplus 
gasoline. 
The congressman issued a s ta te ­ 
ment lust night criticizing Petrol­ 
eum A dm inistrator leks* for r e ­ 
fusing to remove 25 w estern P en n ­ 
sylvania counties from 
the 
sea­ 
board rationing area 
ami 
place 
them in District 2, where ration 
coupons are good for four gallons 
each. 
(Turn to Page Nine) 


I Special to the T im ea-M irror) 
Pittsburgh, April 9 
(A*) 
Tile 
P ittsburgh office of the petroleum 
adm inistration for w ar denied flat­ 
ly that 
gasoline inventories are 
building tip in w estern Pennsyl­ 
vania to the point of em barrassing 
refiners’ 
storage 
capacity 
and 
pointed out as proof of this sta te ­ 
ment that there has been a decline 
of 
16-miilion gallons of gasoline 
in this are a during the month of 
March. 
PAW 's local office 
said 
that 
zone fix 
this includes western 
Pennsylvania, W est Virginia and 
w estern New York, Rochester and 
Buffalo s teas) is actually produc­ 
ing far less gasoline than it needs 
in the present ration demand. 
It wa* pointed out th at the pro­ 
duction figures were 44,000 b ar­ 
rels per day; the demand figures, 
65.000 barrels per day. 
“Even under present rstioning 
restrictions of one and one-haU 
gallons per "A” coupons,” PAW 
officials said, "it is apparent from 
' tlu'se figures th a t zone six is not 
self sufficient and w ithout addi­ 
tional supplies from outside sourc­ 
es thoro would he sn hmiIc sh o rt­ 
age of gasoline in this area. 
•'It has been stated that, gasoline 
inventories are 
building 
up 
in 
w estern Pennsylvania ami zone aix 
to Hie point of em barrassing refin­ 
ers sto rag e, capacity. 
Tins ia ab­ 
solutely u n tru e as indicated by the 
following facts and figures prepar­ 
ed by the petroleum industry com* 
, n u tte r, Inventories have been cur­ 
rently dec reasing and the figures 
for ti)e m onth of March show that 
there has been a decrease of ap­ 
proxim ately three-million gallons 
of prem ium gasoline and 13-million 
gallons of regular gasoline. 
“ At. the present time, the total 
inventory of zone six constitutes 
only slightly over two w eeks sup­ 
ply for the entire area. 
There are 
, actual shortages of gasoline in cer­ 
tain parts of zone six. 
Six m ajor 
companies supplying gasoline have 
been out of gasoline com pletely In 
Rochester for several days. 
Two 
companies in Buffalo have been out 
for several days. 
New York City 
and 
New 
England 
are 
in 
dire 
straits 
on 
the 
gasoline 
supply 
question.” 
PAW said th at no Immediate rt- 
( Turn to Page Nine) 
, 
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WO! LD PRINT HISTORY 
H arrisburg, 
April 
9. 
(AM—- 
Printing 
of 
the 
atate 
historical 
com mission’s “ Pennsylvania's First. 
Year a t W ar” was asked in a reso­ 
lution nile red in the house by Reps. 
J. 
P. M oran 
i D-Allegheny i 
and 
John 
R. 
Haudenshield 
tR-AUe- 
ghenyi. 
The job would be done 
by the property and supplies de­ 
partm ent. 


People of County 
Send Dollars O ff 
Asked to 
to Fight 


Vs Burgess of W arren I ask m y fellow citizens to join to 
the f ill extent of their financial ability in the T reasury D epart­ 
ment's Second W ar Loan Cam paign which opens April 12. 
I feel sure th a t when the final returns are in, our com­ 
munity will stand high am ong cities ami towns o f our size and 
resources in the country for our accom plishm ents in this g reat 
patriotic drive. 
The Governm ent is asking the people of this country to lend 
13 billion dollars to help prosecute this war. 
All of us know 
how vital this money is in our com mon cause. We have sent our 
fathers, sons, brothers and friends off to fight. 
We must provide 
Hie money to put the finest weapons and other munitions in their 
hands so th at they can end this w ar as quickly as possible. 
The Second W ar laian Cam paign is more than a mere tran s­ 
fer of our money to the Government for a period at good interest 
rates. 
It is a dem onstration of our will to victory and our desire 
to b a c k up our men on the fighting lines. 
The T reasury D ep art­ 
ment has recognized this basic patriotic aspect of tile Second 
W ar Loan Campaign by offering a series of securities designed 
for every pocketbook. 
Democracy nevei has given a finer e x a m p l e of its .strength 
than 
iii this forthcom ing Second W ar Loan a p p e a l . 
W orking­ 
man and business man, professional man anti i n d u s t r i a l i s t , h o u s e ­ 
wife a n d w ar worker 
all may s e n d their d o l l a r s 
o f f 
t o 
f i g h t 


a l o n g s i d e our t r o o p s . 
If tiler® ever was a time when we should as a com m unity 
a patriotic not! in a public undertaking it is in this ram - 
And sd I ask everyone 
homes, business, factories, stores, 
sound 
palgn 
schools and public buildings 
to display the F lag on April 32. 
Let us all take to our h earts the them e of this cam paign! 
“They Give Their Lives, You I^end Your Money.” 
R. W. STEBER, Burgess 
7T - 


T WO 
T I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9, 
1 9 4 3 
W A R R E N , 
P a . 
All-Day Sale and Promotion 
Of War Bonds by All Networks 


TIMES TOPICS 


ADMISSION PRICE RAISED 
Starting Saturday. April 
10th 
children’s admission to both thea­ 
ters in Ult city will be increased 
to 15 cents, including tax. 
The 
price heretofore has been l l cents. 


RELIEF PAYMENTS DRU I* 
W arren county direct relief pay­ 
m ents to needy residents of W ar­ 
ren County showed a decrease of 
$S during the past week. 
This 
current paym ent of $115 is $ 
lower than it was one year ago. 


In 
the 
greatest 
cooperation 
drive 
ever 
undertaken 
by 
the 
radio industry, the four national 
networks and approxim ately 075 
I individual stations will conduct an 
I all-day sale and promotion of W ar 
Bonds 
and 
other 
governm ent 
securities on the opening day of 
j the Second W ar Loan, April 12. 


"DoNt>r= 


GETS HEARING TODAY 
The inventive genius who de­ 
vised the method of using a lo 
foot piece of pipe and a pitcher 
pump to secure unrationed gaso­ 
line a t the Pcnnzoil Gas Station 
will get a hearing this afternoon 
a t 4 o’clock a t the City Building. 


ROTARY SPEAKER 
Chester 
ft. 
Seymour, 
county 
executive, 
will 
appear 
before 
members of the R otary Club at 
their luncheon-meeting on Mon­ 
day to outline Boy Scouting activ­ 
ities in W arren and surrounding 
communities. 


GOOD IDEA 
A resolution 
calling 
for 
tile 
State Defense Council to request 
m erchrants and farm ers to 
dis­ 
courage the sale of chicks, duck­ 
lings and rabbits 
as 
tem porary’ 
E aster pets has been reported out 
for floor action in the house a t 
H arrisburg. 


CHAPMAN RESOLUTION 
The resolution introduced into 
tile 
Pennsylvania 
State 
Senate 
some tim e ago by Senator Leroy 
E. 
Chapman 
called jupon 
the 
Petroleum A dm inistration for an 
increase of one dollar per barrel 
in the price of 
oil 
passed 
the 
House on Tuesday last unanim ous­ 
ly. 
L ast night a t Pittsburgh Gov­ 
ernor Edward M artin called for an 
increase in the price of crude to 
encourage the development of new 
oil fields in the state. 
---------- 
i 


FIVE-YEAR-OLD HERO 
A week after tile farm home of | 
Mrs. W ard M anners, located about 
five miles north of Punxsutawney, 
w as destroyed by fire. it was dis­ 
closed 
th at 
her 
five-year-old 
daughter had saved two younger 
children from a 
flam ing 
death. 
Fred Chambers, Reynoldsville fire 
chief, said Mrs. M anners last F ri­ 
day saw her home on fire as she 
returned from mailing a letter to 
her husband, who is working in 
Erie. By the time she arrived at 
the site, the entire structure was 
in flames. The mother 
saw 
the 
daughter holding the nine-months 
old baby in lier arm s and the two- 1 
year-old brother clinging to the 
two. Mrs. M anners told Chambers 
the girl had first taken the little 
boy to safety, then returned and 
rescued the baby. 


Every facility of the radio In­ 
dustry has been offered tile Treas­ 
ury 
D epartm ent 
for 
round-the- 
clock broadcasts and special pro­ 
motions. 
The use of stars of both 
screen and radio, and conversion 
of commercial program s into W ar 
Bond broadcasts will feature the 
big day, known in the industry as 
Radio Day. 
The Treasury Departm ent has 
prepared special program s for use 
during the day and throughout the 
Second W ar Loan Campaign, us­ 
ing the best radio talent obtain­ 
able. 
The special Radio Day has 
the blessing of Elm er Davis, dir­ 
ector of the Office of W ar In­ 
form ation, and letters have gone 
out to every station from Jam es 
L. Fly, chairm an of the Federal 
Communications C o rn rn I s s I o n. 
Congressman 
Clarence 
F. 
Lea, 
chairm an of the House Committee 
, on In terstate and Foreign Com­ 
merce, and Neville Miller, presi­ 
dent of the National Association 
of Broadcasters, urging full coop- 
I oration with the treasury in the 
drive to raise thirteen billion dol­ 
lars in approxim ately three weeks. 
The theme of the all-day broad­ 
casts will be 
"They give their 
lives 
you lend your money,” 
which has been adopted as the 
slogan for the Second W ar Loan 
Drive. 
Special shows dram atizing 
this them e . . . broadcasts from 
London . . . from Africa . . . from 
hospital rooms, and other features 
arc planned in an effort to bring 
home to the American people the 
vital 
necessity 
of m eeting 
the 
treasury's quota in this Second 
W ar Loan Drive. 
The Army Hour 
Sunday 
from 
3:30 to 4:30 on the NBC Red N et­ 
work will slant its entire program 
to the im portance of the drive and 
on Monday night Secretary Mor- 
genthau will deliver the key speech 
of the cam paign from 
Carnegie 
Hall, broadcast over NBC O OO to 
9:30. 


I LAST TIMES TODAY I 


Humphrey 
Ingrid 
Bogart 
« 
Bergman 
in "CASABLANCA11 


WAR-,LM HOOT Hi.RS 


m 
a 
■MT WAH B O N M A N * 'TAM PS-HCM 


Here Sal., Sun., Mon. 


Afternoons and Evenings Start­ 
ing Saturday, Apr. IO, Children’s 
Admission Prices Will Be 15c, 
including tax. 


Here are your Western Favorites 
THREE MESQUITERS 


Bob 
Steele 
Tom 
Tyler 
Jimmie 
Dodd 


“THUNDERING 
TRAILS” 
If you like westerns, 
real one! 
here’s a 


PICTURE 


Service W i l l 
Be Dramatic 
Sunday Night 


W A 11 r IF I < F i K O T M t r , 
LIBRARY 


Afternoons and Evenings Starting April JO, Children’s Admission 
Prices Will Be 13c, including tax. 
I THE 
GREATEST 
HUMAN 
DRAMA OF 
OUR TIME! 


Noel Coward’s 
IN WHICH 


th NOEL COWARD 
BH 
VVr 
f. Traduced by No#l CcwQ'd • Directed ^H 


«££ 
fey Nr»! Cc-.*.3rd o-d Cs^.d Iran • ' ’ 
a C * ** te$'! 


Exira 
Added 
Feature* 


Latest News 
Flashes From All 
Fronts 
Starts Sunday: "THE FOREST 


WAR HERO WILL ADDRESS 
PUBLIC RALLY MONDAY 


American 
their names 
eight places 
tion. 


sailors 
must 
m ark 
on their blankets in 
for quick identifiea- 


PRIZED ABOVE 
ALL OTHERS 


The Perfeel 
’Hundred’— ’100.00 


DARLING’S 
Budget terms can he arranged 
quickly and easily at no extra 
cost. 


Exceptional style 
at a thrilling low 
uine diamond in 
ment. 


and beauty 
price. 
Gen­ 
tile engage - 


Military 
Rings 
9.95 up 
Styles for ail 
branches o f 
the a r m e d 
s e r v i c e s . 
Terms! 


Choice of Benrus 
’33.75 
Nationally famous quality In 
sm art 
sty leu 
for 
men 
and 
women. 


Engraved Identification 
Bracelets.. ’1.95 - 
A wide variety of styles in 
identification bracelets for men, 
women and children. 


Diamond Cross 
’9.95 
Beautifully engraved 
. . 
with a genuine diamond. 
set 


k n h s v u v a * ia A M L .* 
W A H LEN . PfN ttW lVAN I A 
Hmm tS O v+ctim Mme U fjt (Mmnomtf 


Thej ltl\K Their IJT LIS • • , You LEND Your MONEY • 
Invest Today in Bonds for \ ictorx—.Second War Loan 


The First Presbyterian Church 
of Tomorrow• will bring its season 
to a close on Sunday with a dram a­ 
tization of "That Cause Can Never 
Die,” the service to begin a t eight 
o’clock because of the pictures in­ 
volved. The play, directed by Mrs. 
Ralph Sires, will bo presented by 
a cast of VI young people and is 
a 
representation 
of 
the 
Easter 
message as conceived by a young 
i soldier in the South Pacific. 
A prologue will be enacted by 
Donald White. Ralph W agner and 
W alter Sigworth. 
There will bo 
a series of eight tableaux by Duane 
Wilder. Charlotte McComas, Charles 
Ayers, Ruth Davis, Andrew Mc­ 
Comas, Charles Sires. Terry Thurn, 
Tommy Mowell, David Fowler, Al­ 
bert 
Maurer. 
Jay 
White, 
John 
Robertson, 
John 
Knapp, 
David 
Shepard, 
Bill 
Clinger, 
Tommy 
Hampson, Bill Hill, Leland Daye, 
Anna M ac Olson, Jean, Crossett 
Barbara Boynton, B arbara John­ 
son, P atty Mowell, Donald Unangst, 
Allan Woodruff and Charles Brown. 
All this will be accompanied by 
pictures thrown upon a screen and 
by music. 
Miss Edith Carlin will 
play a cello solo and Miss Betty 
Mason will be at the organ. Carol 
Hay and John Swick will sing a 
duet. Joanne Wendelboe and Helen 
Claire Hidings will serve as can- 
dlc-lighters and a girls’ choir will 
be composed of Donna Lou Allen. 
Gloria Genge, M artha Rasmussen 
and Janet Cannon. 
Sermon subject in the Presbyter­ 
ian church Sunday m orning will be 
"A Biography of Barabbas." 
The annual meeting of the con­ 
gregation and of the church cor­ 
poration will be lichi next W ednes­ 
day evening for receiving reports 
of the year’s activities and for the 
election of a class of elders, tru s­ 
tees and deacons to serve for term s 
of three years. 


Enthusiastic M e e t i n g s O f 
War Loan Workers Are Held 


At an enthusiastic m eeting of 
the women's division held Thurs­ 
day afternoon in the court house, 
working kits were distributed and 
explained and the more than 200 
present heard two fine talks by 
visiting workers. 
Mrs. Palm er Davis, presiding as 
Warren block leader, explained the 
nature of the work and presented 
Mrs. E. 
G. 
Hamilton, 
women’s 
chairm an of the county w ar sav­ 
ings committee. 
Speakers 
heard 
were Mrs. Andrew Sloan, of P itts­ 
burgh. assistant adm inistrator of 
tho state w ar savings staff with 
19 counties in the Fort P itt area; 
also Miss 
Joan 
Wollaston, 
field 
director of tho state staff, who 
comes from the office of Benjamin 
Ludlow, state adm inistrator. She 
has charge of women's work in 
the entire 67 counties of tho state. 
They asked th at the women "en­ 
list for the duration in this effort” 
and “adopt the 
psychology 
that 
people a r c not giving their money 
but lending it to their 
country’s 
use. the safest investm ent in the 
world’’. 
Others heard were M, H. Dear- 
dorff and R. W. Mackay, who as­ 
sisted Mrs. Davis in 
distributing 
the w orking m aterials and explain­ 
ing their use. 
Special 
mention 
was made of publicity being given 
Hie Second W ar Bond Drive and 


Obituary 


MISS LENA ANDERSON 
Funeral services in memory of 
Miss Lena Anderson, 
who 
died 
here suddenly yesterday morning, 
have been changed to 2:30 p. rn. 
Sunday in the Sugar Grove Pres­ 
byterian church. Rev. Carl Perrin 
will officiate and interm ent will be 
made in Sugar Grove cem etery. 


RECEIVES “M” AWARD 
The frill Indicator Company at 
Corry todar received the M aritime 
*‘M’ award from Colonel Willard 
F 
Rockwell, chief of production 
of tho U. S. Maritime Commission. 
Hubert S. Vaughn, production su­ 
pervisor of the company, delivered 
an address. 


Lad 
Here 
J a p 


K n o 
Held 


a n e 


w n 
By 
s e 


" J o e " , 
"Java” 
are the names 
give coffee. 


and 
“jam oke’’ 
American .sailors 


SAVE MONDAY. 
YOU’LL 
WANT TO HEAR W ARREN’S 
VISITING w a r HERO 


No witches were ever burned 
at Salem, contrary to popular be­ 
lief. 


Mr. and Mrs. J. E. Larson. IIH 
North Irvine street, have received 
word that 
their 
grandson. 
Sgt. 
Gerald Farnham , of Little Valley, 
N, Y., is being held prisoner in a 
Japanese internm ent camp follow­ 
ing his capture on B ataan. 
The 20-year-old soldier is a twin 
son of Airs. Nancy 
Barnes 
and 
spent considerable tim e in W arren 
in his earlier 
years visiting 
his 
grandparents here and attending 
local schools. His twin. Harold, is 
training with a U. S. Marine Corps 
unit in Florida, Two other broth­ 
ers In the arm ed forces are Pvt. 
Duane at Camp Kearns, Utah, and 
Pvt. Harold at Camp Chaffee. Ark. 
F irst of the family 
to 
enlist, 
young Gerald signed up in 1940. 
aged ju st 16, and In April of th at 
year was on his way to tim Phil­ 
ippines. A brief note. w ritten dur­ 
ing battle last July, w a s the only 
word Mrs. Barnes has had until 
tho communication from the W ar 
D epartm ent was received. 
Sgt. Farnham was serving with 
the 31st Infantry, the unit which 
bore the brunt of the last days of 
battle and which received several 
citations for bravery. 


of individual efforts of Miss Mild­ 
red Kiernan and Jim 
B arrett in 
preparation of supplies. 
In the small room of the C ourt 
House last evening the Business 
and Professional group headed by 
W. E. Ycagcr m et and much en­ 
thusiasm was m anifest. 
Chairman Robert M acakay. of 
this district, presided and briefly 
outlined the job ahead and intro­ 
duced Robert C. Schm ertz, 
area 
m anager of the Victory Fund Com- 
paign. Mr. Schm ertz 
spoke 
and 
made a 
logical 
appeal 
for the 
drive’s success in this county and 
he was followed 
by 
W illaim 
B. 
Lam berton, 
also 
of 
Pittsburgh. 
Mr. Lam berton is field director f ^ v 
W arren, Forest, Venango and Jef­ 
ferson counties. He expressed 
his 
satisfaction w ith the organization 
in his area and expressed confi­ 
d e n c e th a t W arren county would 
fulfill his desire in exceeding its 
quota. 


TIMES TOPICS 


ARE GIVEN MEDALS 
In a current release by the As­ 
sociated Press of work done by 
Pennsylvania airm en in the South 
Pacific several men of this vicinity 
arc mentioned as having received 
medals. 
Among them are: Sgt, 
Clair B. Wilcox, of Youngsville, 
who received a medal for m eritor­ 
ious achievem ent; Tech. 5th Grade 
Clair E. B urt, of Oil City. Purple 
H eart Award for wounds received 
in action and Corp. Richard D. 
Copley, of Oil City, Distinguished 
Flying Cross. 


I H TH HIKE PLANNED 
The Allegheny Hiking Club an­ 
nounces its t i l t h journey for next 
Sunday afternoon, m eeting again 
at General Joseph W arren Park at 
2:15 o’clock. As Club leaders have 
used nearly all the hikes th at can 
be planned startin g from W arren, 
it may bo necessary to repeat a 
previous trip, or, if sufficient cals 
are available, a new trip m ay be 
arranged by traveling a short' dis­ 
tance from town. Those who can 
provide cars for a 
drive 
of 
not 
more than five or six miles 
are 
asked to telephone Kit Reed at 
1021-R before noon Sunday. 


Friday and 
Saturday 


Claudette Colbert - Joel McCray 
"THE PALM BEACH 
STORY" 
An AII Laugh Comedy 
FEATURE NO. 2--------- 
Loretta Young - Brian Aherne 
"A NIGHT TO 
REMEMBER" 
A Comedy Mystery 


Coming 
Sun. & Mon. 
Admission 10c, 
22c, 27c -f tax 


Matinee Sunday 2:80 P. M. 
Robert Taylor - Brian Donlevy 
d ia s. Laughton-Walt cr Brennan 
'STAND BY for ACTION1 
A War Drama—The Season’s 
Best! 
Sec It! 


SERIES OF GAMES 
TOWNSEND HALL 
488 Penna. Ave.. W. 
SAT., APR. IO—-8 P. M. 
CLUB NO. 2 


WHITE HOUSE INN 
Conewango Ave. Ext. 
Open At Ail Legal Hours 
Dancing, Sandwiches and All 
Legal Beverages 
Special Parties by Arrangement 


S K A T E 
every nite 
to the new Hammond Organ 
X In ll 
at 
Lexington Roller Rink 
Moonlight Skate Sat. Nite 
ll to % 
Dances discontinu 'd for present 
BUY BONDS—2nd Mar Loan 


The 
Marconi Social 


...presents.... 
in the 
Fiesta Room 
D 
A 
N 
C 
I 
N 
G 


The Street Singer 


RICHARD GORDON 
The Singing Master of Ceremonies—a Golden Voice 
with a Thousand Songs—Direct from the 
Edgewater Beach Hotel, Chicago 


MARTINELLI & GO., Magical Ad 
Magic at Its Best That Will Thrill You and 
That You Will Enjoy 


LOVELY LUCILLE MAHONEY 
Rhythm and Comedy Dancer Who Will 
Entertain You 
*> 
TONY EMMA AND HIS ORCHESTRA 
2— SHOW S NIGHTLY— 2 
Monday to Saturday, inclusive— 9:30 and ll 
Dancing 8 to 12 


Members and Lady F'ricndx Only 


D 
A 
N 
C 
I 
N 
G 


DROP IN . . 
\ ou’ll Enjoy the New . DANCE . . . BE HAPPY 
Beauty of This Most Unique New York 
Style Night Club 


They GIVE Their LINES . . . You LEND Your MONEY 
Buy Bonds for Victory—Second War Loan 


IF YOU want to buy or sell read 
the classified ads. everyday. 


*• RECREATION CENTER 


FRIDAY AND SATURDAY RITES 


F 
l 
o 
o 
r 
S 
h 
o 
o 
' 
t u 
t 
t i 
D 
u 
n 
c 
e 


Series of Games 
Next Monday Night 


8 O'clock 


in 


K. OF G. HALL 
Oxer Jean F'rocks 


.OAKVIEW 
ON TNB CONEWANGO”{ 
TAVERN 


Close at Midnight 


Chicken, Turkey and 
Steak Dinners 
SATURDAY NIGHT 
70c 
SEA FOOD AND OTHER 
DINNERS—05c 
McCabe’s Restaurant 
242 Penna. Ave., W. 


They GIVE Their LIVES ... 
You LEND Your MONEY 


Invest Today in Bonds for Victory— 
Second War Loan 


E. 0. EVERTS HARDWARE OO. 


DANCE 
EAGLES1 HALL 
SATURDAY, 9 TO 12 P. M. 


THE TROUBADOURS PLAYING 
with MIKE CALLING THE SQUARE DANCES 
PUBLIC INVITED 
75c per Couple—-40c Stags—tax included 


TIMES TOPICS 
WARREN! 
OKAY 


Meet America’s 
Long Distance 


‘THIRTY 
1 
e iv e s 
W ill Extend 
Health Work 
Among Scouts 


q i'A IJ F V AS MARKSMEN 
F our additional students of the 
sm all arm s filing school qualified 
as 
first, 
second 
or 
third 
class 
m arksm en a t the arm o ry last eve­ 
ning. shooting: the following scores 
tow ard a possible 350: Leon C hris­ 
tiansen, 255; John Allen, Jr., 248: 
A rth u r 
C hristensen, 
221: 
Jim 
Streich, 210. 
In stru cto rs for the 
school enrolled 24 new students 
last n ight for the new c lass, sched­ 
uled to begin on Tuesday night cd 
next week. 


Durability for the Duration 
Downright Economy Prices 


W m. E. L aw rence of the H ealth 
and S afety Service of Hie N a ti­ 
onal Council of the Boy Scouts of 
Am erica, has accepted an in v ita­ 
tion to m eet w ith leaders of the 
local council here on F riday, M ay 
21, it w as learned today from Dr. 
J. JC. R ichards, chairm an of the 
H ealth and S afety C om m ittee. 
In planning Mr. L aw rence’s pro­ 
g ram Dr. R ichards is arran g in g 
for conferences w ith tile key lead­ 
ers of tile Council during the day. 
T here will be a dinner m eeting of 
the H ealth and S afety C om m ittee 
and during the evening a m eeting 
of tile m em bers of tile Council. 
C om m issioners and Troop Leaders 
in the in te rest of intensifying and 
extending the E m ergency Service 
T raining program for the Scouts 
of W arren county. 
The details of each of the m eet­ 
ings w ere outlined at the m eeting 
of the C om m ittee are: R. L. E n ­ 
dless, Dr. W m. L. Ball. H. A. O t­ 
te rs on, W m. Parm lee, D ouglas G. 
Kt-opf. R. F. H em ingw ay and M. 1. 
Jones of Ludlow. 


MI ST HAVE TWO CARDS 
M otorists m ust c a rry th eir ow n­ 
ership cards show ing the 1942 li­ 
cense figures for th eir c a r as well 
as the 1943 card which carries the 
num erical designation of their red 
em ergency 
w ar 
tabs. 
This 
is 
m ade plain by the S tate M otor 
Police, who again call atten tio n to 
the fac t th a t Hic red tabs are to 
be placed in the upper left com er 
of the license plate. 
April 30 is 
the (leadline w hen these plates arc 
to be attached. 
Those who have 
not y et obtained theirs should do 
so w ithout delay. 


Think of that In co m e Tax, Brother . . . 


those W a r Bonds you're b uy ing . . . 


T H E N T H I N K of "Th rifty Thirty Fives' 


represent T O P V A L U E in tailoring and 


ous pure w o rste d s that will take plenty 


nuisance either— 
t h e y ’ll hold a knife ci 


patterns and colors that you ll g o over 


the Duration but you p ay only a thrifty 


features! 
See them to m o rrow . 


w e ar 


fo r I L I S U :I S . . . 


Boys' Knicker Suits 
Chino Cloth 
Jackets 
N e w h erringbone t w e e d s in ye ar 'round 
shades of brow ns a n d blues. 
Styled just 
like b ig brother's . . . p o p u la r University 
3-button 
m odels . . . or dressy 
double 


A New Comfort Note 
Coats 
Jayson" Shirts 


w ith the new low slope Lxali- 
forn ia soft collar that can't curl 
— 
m a d e with bi-angle stays that 
hold it p erm a n e n tly in place . . • 
sh o w n in a new lite-weight b a ­ 
tiste in solid blue, tan and green 
pastels. 
Try one . . . y o u ’ll say 
it's the m o st c o m f o r t a b le shirt 
yo u've ever worn. 


For Work . . . /or Sports 


Cotton Ribbed 
"T” Shirts 


W h it e only . . . short sleeve 
crew neck . . . co nve nient br 
pocket. 
G r a n d for N a v y r 


SUGAR GROVE 
Students' Fingertip Coats 


d 
water-repellant 


own or teal . . . . 
S I O 
O K I 
Sies IO to 22 
v 


Buy Those War Bonds 
Today!! 


He Gives His Life— 


You Lend Your Money 


home Wednesday evening and Mr 
h rid Mr* 
Ivan Cartoon, of Ma 
thew* Run ga co a dinner party ii 
hi* honor Sunday. 


<4 1 A I E OI 
M A N V FLAA* 
Five flag* (Indian, C onfederate 
Spanish, 
M exican 
and 
F oiled 
State** have flown over the old 
Palace of the Governor* In Sa nta 
Fe. N Al 


ervbody Send* the Ttmee-Mlrror 
FQ&yiCTORY 


o t h Q 
U N I T E D 
X « jP p i 
S T A T E S 


STAMPS 


PRACTICAL GIFTS 
FOR SERVICE MEN 
Portraits of the Soldier 


d e a r ie the place of honor 
In your home 


Portraits for the Soldier 


become his moat rhorr*h*'d 
possession 


Al onr.v Boite 
Duffle Bag* 
Shoe Hhtiie KH* 
Stationery 


mainly al $ | , 0 0 


Sc* Our ^election# 
BAIRSTOW 
Liberty Si. 


Lowest Prices lot . QUALITY SHOES in the U .S.A 
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affective War Po war 


The landings of our men in North 
Africa and on the South Pacific 
Islands could not have been accom­ 
plished with such small loss of life 
without amphibian tractors. 
These 
monsters splash their way through 
the water and crawl out on the beach 
head'-, carrying our men within their 
armored sides. 


S. E. Walker 
Founder 
HORE FOR 


These effective w ar machines cost 
about $18,000. Their tractors provide 
fins for water power and sure trac­ 
tion on dry land. They are almost 
irresistible in rough terrain, too. We 
must have thousands of these ma­ 
chines for our invasion of the Euro­ 
pean continent. Buy More and More 
War Bonds. “They give their lives— 
You lend your money." 


ll. S. I r t t s v r y D t f a r i m m t 
M uck* Tm* is 
NOTVBstG! >t)U 
OUGHT TO MEE 
The load cue 
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PEOPLE ES SERVICE COUNTING ON I S 
How many men and women does Warren county have 
in service? 
Local Draft Board No. I reports 815 men and Ix)cal 
Board 2 786 already inducted. 
In addition to these, 
there are the Warren county men who have enlisted, 
our Company I men. perhaps a dozen young women, 
and a couple dozen professional men and Red Cross 
workers who enlisted as commissioned officers. 
Over 2,050 in all serving In practically every branch 
of our country’s armed forces. 
These men and women, and millions more like them 
from every comer of America, are tilt4 iolks we are 
counting on to bring us victory. 
They have assumed 
that responsibility and pledged it with their lives. 
But we who stay at home can’t merely send 2,000 <»1 
our county's best men and women to the war and then 
sit back and think everything’s going to be all right. 
These Warren county men and women arc counting 
on us to do our job and assume our responsibility foi 
victory along with them; they’re counting on us to lend 
our money to buy them the weapons they need. 
Every citizen must join shoulder-to-slioulder with 
these 2,000 brave men and women in the attack by buy­ 
ing more War Bonds. This must be our way of helping 
beat the Axis. 
lf we at home can't get close enough to blow tile 
tread off a Mark YI tank, buying an extra bond is the 
next best thing. 
Even if you can’t leave yoni workbench, desk, or 
farm, you can still drill holes in a Mitsubishi Zero with 
your extra dollars. 
Many people in Warren county arc investing money 
every pay day in War Bonds. 
They should be proud 
of that—but even more proud when they buy an extra 
bond during the Second War I^oan Drive this month. 


BIRTHDAYS 
The sole leather 


we use in making these fine shoes 


rates with the best now permitted 


b y U n cle S a m for a n y c ivilian 


footwear — REGARDLESS OF PRICE I 


There are no exceptions. 


TOMORROW’S BIRTHDAYS 
M ary Clocher 
Mrs. A. L. Lauffenbergor 
Genevieve G. Gates 
Iva Richards 
M yrta Hill 
Jennie Brooker 
Donald Sontag 
Harold Is'elson 
Mrs. G. A. Howard 
Guy Johnson 
A rthur C. O stergard 
Jane Myers 
H. McCain 
Anna C. Greenland 
Mrs. Eva H onliart 
Mrs. M yrtle H onhart 
Ed Cham bers 
LeRoy Chapman. Jr. 
Mrs. Edna Chalm ers 
Mrs. 
Lena W ebster 
Merle M. W escott 
G. E lis P orter 
Mrs. Charles K irchartz 
Noll G. W alker 
Alii i Levine W right 
Richard M arker 
Adelia Lott 
Bettie Bee Bean 
Jam es Myers 
Mrs. M ary Fox 
Jack Culbertson 
Mrs. John Sodorberg 
Robert Dallier 
Florence Sturdcvant 
Howard Clifton 
Norm a Lucille Drum 
Vera M orrison 
Adolph B. Hansen 
M arguerite G. Erickson 
Mrs. Florence Murphy 
Charles Lord 
Carl Johnson, Jr. 
William M. Muir, 1851 
Phyllis Campbell 
Mrs. William Pierson 
M argaret Miller 
Mrs. M argaret Culver 
M artha Ryberg 
Gerald Wallin 
Elsie M eredith W alker 
R ita Lucia 
Bonny Joan Johnson 
SUNDAY’S BIRTHDA V * 
Beatrice Corelli 
Raymond E. Peters 
W ilbert Chonberg 
L. A. Wenzel 
Mrs. R. D. Myers 
John Fa na ri tis 
Cleo McCain 
Mrs. M. A. Sullivan 
A lbert Johnson 
E. V. Mellander 
David E. W right 
L. S. Brownell 
Josephine Cardamon* 
Harold and Jerald Dueii 
L aura D eForcst 
Airs. M ary Buerkle 
R uth E. Shields 
Kathleen Daley 
Mrs. B ertha Erickson 
Mrs. C arrie E. Fox 
Marilou Anderegg 
M argaret O rcutt Miller 
Bob Lawson 
Jam es Jewell 
Rudolph Donahey 
Jam es E. H arrington 
Roy Mike Gregersen 
Richard Colvin 
Harold McClellan 
Sharon Ione Sickler 
Albert Henry C arter 
Donna Louise Rhinehart 
Robert Y. Kopf 
MONDAYS BIRTHDAYS 
Homer W hitton 
Dorothy Elaine Riley 
Allan Johnson 
Hazel Samuelson 
Gordon G. Klinestiver 
John S. Fogle 
Victoria Nelson 
Mrs. P. Linder 
Mrs. J. L. Goal 
Hazel Stern 
Leonard Row land 
C. B. Myers 
Della Mack 
Fred O. Edmlston 
Mrs. W. L. Miller 
Richard Bloomquist 
Dave W arren 
M arjorie Alae Boyer 
Peggy Landis 
Willis Scheffler 
Jam es Dodge 
John Bodnar 
Verner Bloomquist 
M ary Farnsw orth 
Herbert Ilaehn 
Mrs. Grace Fitzgerald 
Lottie Chapel 
Harry Himes 
Mrs, P. VV. Biarchard 
Mrs. Nellie Andrew 
Margaret Rosequist 
Mrs, D. Stoneburg 
Helen Claire Hulings 
R. Clair Hanson 
Frances Dean Bates 
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YEARS AGO IN 
WARREN 
Washington in Wartime 


Interesting I terns Taken From 
The Warren Evening Tin cs 


In 1923 
Sheffieldos basketball team clos­ 
ed its season last night iii a blaze 
of glory taking 
over 
the 
Erie 
Yankees by a score of 32 to 18. 


His superior eyed bin; coldly 
s ; rugged his shoulders. 
“I didn't issue the orders, but 
lacy are orders,” . e said. 
Good 
luck, Commander.'’ 
VV ii en 
the 
commander 
took 
command a few hours late:’, he 
called his a:all around 
im and 
made a clean breast o f his short­ 
comings. That group of junior of­ 
ficers must have been tile best 
sports that ever sailed the seas. 
The commander took over the 
ship and they took over the com­ 
mander. They weren’t even dis­ 
heartened when those sealed or­ 
der.'; w ert opened and it was 
found thai iheir destination was 
Murmansk, Russia. 


Heny H. Heist, form erly farm 
agent hero is .spending a vacation 
period in the city the guest of H. 
H. Bassett. 
He is now attending 
the University of Wisconsin. 


w os speed boat 
boats—and he 
Immediately 
b r, this salt 
'.c u t lo th? N 
' ;e use of his I 
H. 
L. Blair 
has 
been 
q u ietly, 
taking a num ber of photographs of j 
bad spots In the roads of the coun­ 
ty. 
They will be placed in the I 
hands of tile Good Roads Com m it­ 
tee to take with them to H arris­ 
burg on their next visit. 


AMERICAN BOMBER 


HORIZONTAL 
1,6 Depicted 
U. S. bomber, 
Boeing B-17E 


The Garage and car of Henry 
Larson, Cobham Park road were 
destroyed by lire 
this 
morning. 
H a rd dM unger has patented a 
new brooder that will care for 
300 
clucks. 
Tile 
Murphy 
store 
which has baby chicks on display 
have bomi using one of the new 
machines. 


' j:i ’ 
(let? Henry, i 
• rolling certain water 
i i that capacity he 
imrelf to the complot 
>n of bis superiors ar. 
en cl v planes in trio Norwegian 
sea arc) 
the Arctic, tee com­ 
mander came back' a very credi­ 
table skipper of a destroyer. 
He 
reported 
to 
90 
Church 
Street. His superiors screamed. 
“Get on* of Ii ere aud don’t ever 
come bren. Get 
bach 
to your 
oyster beds. These orders you ex­ 
cepted \ or ■ for Commander Jo .rn 
Henry, U. S. N . an Annapolis 
man, we'll have you understand, 
and a man with a record as long 
as your arm." 
The commander, it’s reported. 
is back patrolling the oyster bed?, 
hut every tune lie sees a destroyer 
lead for t. e open sea. lie casts a 
Wistful eye and wishes hee Navy 
was a little better at taking a 
joke on itself. 


In 1933 
F. 
A. Shaw, of Tidioute has sub­ 
mitted an interesting article to! 
The Tinies-M irror relative to th e 1 
discovery of oil in this county. ’ 
The first attention was drawn by 
the oil springs near Tidioute. 


exhibition 
5 Narrow strrit 
6 Free Baptist 
(abbr.) 
7 Spherical 
8 Fish eggs 
9 Drum beat 
10 Road (abbr.) 
11 Lower part 
of leg 
12 Dispatched 
18 Louisiana 
(abbr.) 
20 Fem ale sheep 
22 3.1410 
24 In no way 
26 Half an em 
28 Toward stern 
32 Her, 


The Wtmdelboc Company is cele 
brating Its 57th year in busincs? 
in this city. 
Tile store was open' 
ed here in I*76 and has been do 
ing business here since that time. 


The North W arren Civie Club 
will hold its regular m eeting in 
the parlors of the F irst Presby­ 
terian church. 
There will be a 
musical and refreshm ents will be 
served. 


George Brown, IJ and Bill Olson. 
14. while working about the Brown 
home captured a queer critter. It 
is a lizzard with four legs, green 
spots and moderate Iv long body. 
An effort is being made to discover 
which branch of the lizard family 
the find belong' to. 


More power to Rep. Weiss, who has announced he 
intends to introduce a resolution in the house at Wash­ 
ington calling for an investigation of tho western Penn­ 
sylvania gasoline situation. 


Bv ROB It IN LOONS 
LJOLLYW OOD 
ii nd neighbor 
I * policy, Ho!’y 
..( d style: Daiw 
sh actor Preoea Stern, with a big 
firm in the 1 ii ? near Sunland, 
was recuperating from aa appen­ 
dectomy when the heavy rains 
A meeting o f the Community 
Chest will be held April 19th. Elec­ 
tion of officers will take place and 
other business transacted. 
LENTEN SERA IONE 111 


VET OF THREE BATTERS 
Marine Private First Class Ben 
Brokos of Kansas City, although 
only 20 VI ars old. Is a v e t e r a n of 
three battles. 
At 
Pearl Harbor 
and 
in 
the 
Solomons. 
Brooks 
m anned a machine gun against 
the Japs. 
During the Battle of 
Midway he tended a 20.-milHmeter 
cannon. 


Bv HEY, I* VV. DHI K\ 
Pilgrim Holm?** ( burele W arren 


GERM \ NS DEFEATED IN 
AFRICA 


P-38 DOWNS 8 ZEROS 


ut wi th th em ” . 
And 
He will 
our g u id e 


Just when I need Him, Jes US is Uicre, 
To bear my burdens and answer my p 
He brings deliverance, from every care 
Just when I need Him, Jesus i* there 


< ATES RATIONED 
Th? rationing of restaurant food 
is to be accomplished not by re­ 
quiring eater*-out to carry ration 
hooks, but by limiting supplies of 
operators of eating places. 
C AEI, WARREN 2180 
Tamoleton Funeral Home 
Cor. Prospect and Madison Ave. 
Expert Ambulance Service 
I.ady Attendant 
Conveniently Located on 
Warren’* East Side 


Average 
Paraguayans 
eat 
a 
half-dozen or more oranges daily, 
that iruit bein g plentiful in their 
country. 
• 


Bin an Additional 
Bond Today 
n o ar ICA soviet, ire 
('hr' old man's dictating with the idee ups again I' 


F O U R 
I I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9 . 
1 9 4 3 
W A R R E N . S A 


W A R R E N . 
P A 
T I M E S - M I R R O R . 
F R I D A Y , 
A P R I L 
? , 
1 9 4 3 
F I V E 


RADIO PROGRAMS 
Get in Line! 


F R I D A Y , A P R I L 9 
Eastern War Time P .M.—Subtract One 
Hour for CWT., 2 Hr*, for MWT. 
( C h a n g e s in p r o g r a m s as lis ted due to 
c o r r e ct i on s bg n e t w o r k s m a d e too 
lat e to i n c o r p o r a t e . ) 


5 15— Portia Faces 
U f o 
D r a m a - n b r 
Dick Tracy, 
Serial Skit — blu-ea * 1 
Mother and Dad Serial Series — cb® 
Serenade o u t of Quaker • 
— rnp* 
5:30—Just Plain Bill. Dramatic - nb<- 
Tho Jack Armstrong Serial—blu-eas. 
Dance Band from Chicago— blu -wee! 
Are You a Genius'.’ q u iz —cus-ba®.< 
Junior N ew scaster for Child re n - m b f 
6;4j—Front Cage Farrell Serial—nbr 
Captain M idnights Serial—bltt-eas 
Dick Tracy in repeat — blu-wesi 
Keep the Home Fires Burning—chs 
S»r;al .Series for the K iddies—mb.* 
{POO— Hollywood orchestra Pro*.—nbc 
Children's Serial From Comics— bin 
N ews Ten Minutes; Ghost Ship—cb.* 
Prayer; Com ments on the War—mrs 
*;15—Melodic Strings and N ew s—nbc 
Harry 
W isn er . Organ Recital—bin 
Today With the Duncans—chs*basic 
Olga Coelho a id Sin ging—ch s-D n e 
Rhythm en sem b le of St. Louis— mbs 
(USV—-Music From Paul La vail*— nbr 
Jack Armstrong in repeat—h!u-west 
Walter Cassell’s Program—c h s-basic 
War Overseas; Service S ongs—nibs 
f :45—Bill Stern and Sport Spot—nbc 
Lowell Thom as on N ew s—Mu-basic 
Captain Midnight's repeat —bin-west 
World N ew s and Com m entary—eb® 
7 oo— Fred 
Waring'® Time— nbc-east 
Vie Rorge, Scramble and Ripley—bin 
I Love a Mystery, 
Dramatic — chs 
Fulton Lewis. Jr. & Com ment -•"tnh* 
7; 15—World War via Broadcast—nbc 
Rox Stout, Our Secret W eapon—chs 
The Johnson Family, a Serial —mbs 
7 sn—o P A ’s Neighborhood Gall —- nb' 
Lone Ranger Drama of the West -bin 
Rasy Aces, Drama Series—ch s-bas 
The Golden Gate Quartet—c h s - weet 
Halls of Montezuma, Marines—mb.* 
7:45— Kaltenborn and Com ment—nb. 
Mr. Keen, Persons Tracer—cbs-bas.r 
Harmonies from Keyboard—cbs-west 
8:00— Lucille Manners. Orehest.—nb< 
Bari Godwin's War Broadcast — bin 
Kate Smith and Variety Show—cb.* 
Cal Timiey Comment? on War—mbs 
8 : 1 5— Dinah Shore sin g s to You—bin 
Barrie Sisters and Willard Trio—mb.* 
■ ^ SO—All-Time Hit Parade T unes—nbc 
Meet Your Navy, Variety S h ow —Mu 
Adventure of Thin Man Drama—chs 
The Cisco Kid, Western Drama —mb? 
X 55—Five Minutes New® Period—chs 
9:00—Abe Lyman'® Waltz Time—nbc 
Gang Buster? Ai ti - Crime P a y —bin 
Friday Night s Playhouse—cbs-basic 
Gab;->! Heat ter Speaking—rnbs-ba«ir 
M S —Dancing Music O rchestra—mb? 
P 5 9 —People Are Funny, a Quiz—nbc 
Spotlight Bands, Guest Orehest.—blu 
That Brewster Roy. Dramatic—chs 
Double or Nothing, Qui’. Show—nil .* 
9:55— Dale C ai*neg “ on People — blu 
JO:OO— Tommy R:ggs A Betty Lou—nM 
john Gunther War Commentary —btu 
Comed\ Caravan, Variety S how —cb* 
Jehu B Hughe? War Com m ent—mb* 
10:15—G rade Fields and Com edy—blu 
D a n c e Music for Ll Minute® — mb* 
jn 5ft—To Re Announced i l l rn.) —nbr 
Alee Templeton; Korn Hobblers— Mu 
Tau! Schubert’® War A nalysis—mb.* 
jr 45—F,!rn»r Davis Talk — n b c.ejis-bl < 
Dance Music Orchestra i i i rn >—mb,* 
Ii no 
News for lr. M inutes—n be-ess' 
The Fred Waring h ep ca t— nbc-wesi 
News: Dance; Sn ii 7 . " hr.—bbl A clo 
Comment; Music; Da roe i moll.—mr ■ 
11:15— Late Variety wi ll N ews — til 


S A T U R D A Y , A P R I L 10 


E a s t e r n W a r T i m e P . M . — S u b t r a c t One 
H o u r for C W T . , 2 Hrs. for M W T . 
/Changes rn programs cs listed due to 
corrections bg networks made too 
late to i n c o r p o r a t e ) 
I SO 
All Out for Victory, orch. —nbc 
Washington Luncheon Guests — Mu 
Aventure.® from Science Series—chs 
News; Dance Music Orchestra—mb.- 
I 4 5— People's lia r, Ha! Fleming—'-nbc 
Fantasy in Melody A- Orchestra—blu 
Highway, s to Heal ta Program — cos 
• OO—Roy Shield and Company — nbc 
The Metro poll taji Opera 1J hrs.)—blu 
N ew s arid The Country Journal—cb® 
Dancing Music Variety UU rn.)—nibs 
2:50— Spirit of 154:*.. l i a r .Series — co® 
M itual Boe? Calling. Vanety — nibs 
2 .4 5— Family at War. Dram atic—nbc 
3 m.i 
Lh S. Air Forces Band — nbc 
o f 51 en ic Bouk?, Dr. Frederick—co® 
Chicago Concert Orch., J') rn.—tuns 
j 5d— News; Lyrics Ale by Liza — nbc 
F.O.B. Detroit. A Variety Show —chs 
Shady Valley Folks in Variety—mb* 
4 :oo—Matinee in Rhythm Orch.—nun 
Washington N ews for lo m ins.—chs 
d i n e r Oasis Repeat on Records—mb® 
4 .1 5 — London Conic*® on the Air—co® 
The W FBR String ensem ble — mo® , 
4 :;u — Minstrel Melodies, Orehest. —nbc 
Calling P a n -America, a Concert—-chs 
Dance Music Orchestra T im e—nib® 
8 OO—Doctors at War, Dramatic— nbc 
Mus.cal Cocktail 
by 
Orhestra—blu 
The Cleveland Orhestra Hour—cb® 
Navy Bulletin Board, Variety — nibs 
5:30—Three Suns. Alex D ic ie r — nbc 
8 :1 .,—Sol Lewis. Country Inditer— bin 
8 no—Chicago Dance Orch . N ew s—n '• 
Korn Hobbler® Band A: N e w s —Mu 
Frazier Hunt s News Spot—cbs-basic 
Russ Brown® Song Tim e—cbs-w est 
Prayer; I ileal- America Sing—mil® 
* lo—People'® Platform, a Forum—cb* 
Bowling Set .e* and in terview s—mb® 
8 jtf— Reiig.on in the ,\ > s * Talk—nbc 
Message of israel on the Radio— h. i 
Hawaii Calls. Native Musicians— mb® 
8 15—Paul i <aValle a o r c h e s tr a —nbc 
Bobby Tucker's Voices, Choral—cb? 
7 to— Day of Reckoning, l"-ama—non 
Strange Doctor Karnac, Drama—b.ti 
Weekly Report * e» the N ation—chs 
Airier; an Bagle Club, London—mb® 
7 50—Ellery Que i i i Drama—tibc-ea*t 
Grand Old op era Prog. — n b e so u th 
Noah W ebster Says, Q uiz—nbc-we?t 
Danny Thom as A Varlet > Show —bin 
Roi> Hawk and Hi* Quizzing — chs 
Arthur 
Hale- w or-w a sl-w an n -w bax 
7:45—Arthur Utile repeat—other nth* 
8 no— Able'® Irish 
Rose, Drama — nbc 
Roy Porte! in New* Broadcast—bin 
Crumb A Julia Sanderson Quiz—cli® 
The Fleet's In, Navy Variety—nibs 
8 . 15— Boston Symphony O rcoest.— blu 
8 JO—Truth. Consequence? Quia—nbc 
Dave Elman and Hobby Lobby—chs 
I'pton ( lose. Dance Music - 
mb® 
8:65—Five Minute.? New* Period—ch* 
9 OO—National Barn Dance S h ow —nbc 
Grand Die 'Opry rep»at—nbc-touth 
■Sat urdav ll t Pal ade Orchestra—cb* 
Chicago a Theater of the A i r — m!>* 
9 IS—Edward Tomlinson'* Talks—bin 
9 JO—Can You Top Th!*. (lag* — nhr 
Spotlight Band-. Guest Grebes.—blu 
9.4 >—Saturday N slit * Sere' ade—cl ® 
9:55— FL e - .Minute Dram atization—bin 
]0 0n— Bill S tein Sports A- (illest—nhr 
John G unilie 
in Commentary — bill 
John B 
H ughes in Com m ent—mn? 
10:15—To Be Announced (b"> m in.)—nbc 
Nothing Serious, Variety Show—blu 
Groucho Marx and Val-. Series—cb* 
Saturday 
Night'* 
Bandwagon—mb? 
HRS'1— Encore®. Vocalist A Orch.—nbe 
10:46— Betty Kami Sing? Late** — Mu 
Eileen Farrell a Concert o r c h .—cb* 
Fifteen Minute Dam e Program—mb* 
11 OO—Bate Variety With N ew s — nbe 
Dancing A New® Cl hr* ) — blit A rh* 
Dance Orchestra, N ew s 3 hr* 
mb* 


S T R E N G T H O F A C A M E L 
Only the elephant 
is 
stronger 
than tile cam el when it com es to 
carrying burdens. A good 
riding 
cam el will cover 150 miles in a 
day over desert ground, and 
a 
good 
b aggage 
came! 
will 
carry 
more than 1000 pounds. 


GERMAN v s “EMPIRE" 
Germany's only outlying p osses­ 
sion is Heligoland, a small rock 
plateau, a quarter of a mile square 
in area, .situated in the North Sea. 
31 m iles from the mainland. 


Stop that Infection 
Before It Starts 
No wound is so slight that it 
may not become infected and very 
dangerous. 
One of the first things to do to 
any cut, ae ratch, blister or wound, 
however small, is to wash it care­ 
fully with Sa ii-Cl ira Soap and ap 
ply San-Cura Ointment. 
This is 
an Antiseptic Ointment that helps 
prevent 
infection. 
A ntiseptic 
San-Cura Ointment is a g reat aid 
in healing minor sores, cuts, burns 
and relieving itching of piles and 
skin irritations. 
35c and 60c at 
all druggists, 
Fun Cura Soap, 25c. 
(adv.) 


T 
SUNDAY, APRIL 11 


E a s te r n W a r Tim* P . M . — S u b t r a c t on* 
H o u r for C W T . , 2 H rs. for M W T . 
( C h a n g e s in p r o g r a m s c s listed due to 
c o r r e c t i o n s bg n e t w o r k s m a d e too 
t at e to i n c o r p o r a t e . J 
IT SO—That They Might Live — nbc 
•Stars From the Blue, a Concert—blu 
Sail Lab® Tabernacle'® Choir — chs 
Cosmopolitans Male Chorus — nibs 
111:45— Letters ot My Son Series—mbs 
LOU—Morgan Beatty on the VV ar—nbc 
Horace Heidt's Sunday Review—blu 
The Church of the Air Sermons—cb? 
Stanley Dixon in Com mentary—nibs 
1:15—Labor for Victory Series — nbe 
Irving Caesar ami Safety Songs- nibs 
1:30 —We Believe. Religious Prog —i ne 
Quincy Howe and Com m entary—cb? 
The Lutheran 11 a' f Hour— tnbs-ba-ic 
1:45—(job Stoupnagie Stooparoo®—cb® 
Martin Agronsk.v C om m ent—blu-ea#t 
Voice of the Dairy Farmer—blu-w est 
J,00— I . of Chicago RoftiidtalTe—nbc 
Chaplain Jim, I". S. A., Drama—blu 
Those We Love. Drama Series—cb* 
Pilgrim 
Radio 
Hour Services—mbs 
3 30— loiin (.'ha?. Thomas Prog. — nbc 
To Re Announc'd < 30 mint. I 
- blu 
News of World; Aunt Jem im a—cb# 
ITO— Washington on Rationing—nbc 
Moylan Sisters Harmony—bin-basic 
Three Romeo®. Vocal Trio—blu-west 
New York Philharmonic Orch.—cb# 
This Is Fort Dix (from record®) —mil* 
|; I 5 —Upton Close’® Com m entary—nbc 
The Wake Up America Forum—Mu 
f:30—The official Army Hour — nbc 
To Be Announced (one hour) — nil)* 
4 :u0—National Vespe s via Radio—Mu 
4:30— Lands of the Free; N ew s—nbc 
Green Hornet. Mystery Drama—bill 
Andre Kostelanetz «fe Orchestra—en* 
Young People's Church Service — mb® 
5:00— NBC Symphony Toscanini- nbc 
G unther-Vandercook Cornmeal - 
Mu 
Gladys Sw arthouf® 45 minutes- en® 
Answering You from Record*—mb? 
6:30—Musical Steelmakers Frug.—bin 
To Be Announced (Sd mins.) — nibs 
6:45— Win. L. Sliirer in Com ment—cb® 
$ 00—Catholic Service via Radio—nbc 
N ews; The Free World Theater—blu 
Edward R 
Mtirmw Oversea? — cb® 
The First N ighter Radio Dram a—nibs 
6:15—Irene Rich 15 nuns. Drama—cb? 
6 qui—Great GildersJeeve Comedy—nbe 
Encore Please, Stopak Grebes. —Mu 
S'i'g. Gene Autry Song. Drama—cb* 
Upton Close's Second Com ment—nib.? 
g;45—Augusta na 
College Choir—nibs 
7:00—The Jack Benny 
Program—nbc 
Drew Pearson Sn War Comment—bin 
i■'hip Dav is. Commando, Drama.—cli* 
Seventh Day 
Adventist Prog.—mb® 
7:15— Edward Tomlinson ? Ta k*—biti 
7:30—The Bandwagon O ch estra — nbc 
Quiz Kid® and Joe Kelly M. ('.—bin 
We the People, a Cue*; Show—co? 
Star® and Stripe® from Britain—nibs 
j tin—Charlie McCarthy. Bergen— r,be 
Rov Porter in New.? Broadcast—blu 
On'lv Yesterday K- Benny Rubin—cb® 
The American Forum A- Guests—mb? 
8 :15—Neigh bors. Philosophy, Song—IT I 
8 50—o n e Man'* Family. Drama—nbc 
I line** Sanctum Mystery Drama —I' i 
I 'rim* Doctor 
Dr?ini<iti<* **fTirs 
< 
8:45—Gabriel lleatter- via ii.bs- bas c 
8 :5 5 — F i v e M i n u t e ? N e w s Period—cb* 
j oo—Sunday’* Merry-Go Round -nbc. 
Waller Winched Column— b!u-ba?ic 
* Conrad Nagel Magazine Drama—>• ® 
Old Fashioned Revival Service— nib? 
9:15—Basin St. 
M u s ic a l - 
blu-ba sic 
9 30—Album of Familia: 
MID ic —iii.r 
Jimmie Fidier About IIM yvvoi d—Mu 
Fred Allen and Iii® Half Hour—cl.# 
9:45—Dorothy Thompson's Talks—Mu 
10:00—Phil Spits I ny A Girl orch. —the 
The Good Will Hour v ia Radio—b u 
Phil Baker Take It or Leave It—en* 
John FL Hughe® War Comment -tub* 
10:13—The Song Spinner* Vnea > —mb* 
10:50—W hat’® My N a m e Quiz 
nbc-ha* 
Man Bf hind the Gun®. Drama—cb* 
John Stanley Comment on War—mb* 
Winchell Column, repeat—nbe-west 
10:45—Basin Street repeat — nbc-we*t 
Robbv Hookey, Youthful Singer— nibs 
UTO—L ate Variety With New*—nbc 
New® A Dancing 5 Hrs.—blu A• cl)® 
Dancing Music for Three Hr* 
mb? 
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E as te r n W a r T i m e P . M . — S u b t i a c t O n * 
H o u r for C W T . , 2 Hrs. for M W T . 
(Changes in prop) a rn s cs listed due to 
cor* cot wits bg ne tw a r ks made too 
late to incoi'porate. > 
5:15—Front Page Farrell Serial- nbc 
Captain Midnight’® S en a !—blu east 
Keep the Home F ites Burning- -cb® 
Serial Series f• >r 
the Kiddies—mbs 
8 ut)— Musie by Shrednik: N ew s—nbc 
Children's Serial From Comics—biti 
Ten Minutes of News; Musicale—chs 
Prayer. Com ment on the War—nill? 
0.15—Mary Sina i A lier Simp?—cb* 
Harry VYismerj Joe Kine.? Orch. —blu 
Rhythm Ensemble of St. Loub— mbs 
C 5u—Fifteen-Min Mimical Prog.- i he 
Jack Armstrong iii ie pea' 
blu-wt®t 
Waiter Cassel'a Program 
cbs-basic 
Wer oversea®; Service Song*—mb* 
6 45—Bill Stern and Sports Spot— nbc 
Lowed Thom as on N ew s—blu-na*ie 
Captain Midnight's repeat—blu-w est 
World New ? and Com m entary—chs 
TTO—Fred Warr s ® Tim e — nbc-east 
Victor Borge. r.unedv Major — nill 
'I 
Love a 
Mystery. 
Dramatic—cb* 
Fulton Lew i?. Jr. A Con m en:—nib* 
T I.',— War 
from the World —nbc 
O ilin g Unlimited, Aero Series—chs 
The Johnson Family, a Serial—mbs 
7 30— Dinning Sisters Vocai Trio—nbc 
Line Ranger Drama of the West — blu 
Blor.die- Dagw m d 
Com edy—ct'? east 
Music in the Air Concert—c h s-west 
Magic i 'urpet for Fairy Tale®—t ba 
T U —Kaltenborn New « Com ment—nbc 
JAO—The Cavalcade of America — nbc 
Earl Godwin's New® Broadcast —blu 
Vox Pop toy l ark® and Warren—cb? 
| 'ai Tim ey War C o m m en tary—nib* 
8:15 — Lu rn and Abner . erial Skit- bdl 
Barrie Sister® arid Willard Trio—tnt’* 
> 50— Alfred Wallenstein's ( ’one.— otto 
True or False and Dr. H agen —b u 
TI'* Gay Nineties Revue—cbs-basic 
Bulldog Drummond Adventure—mb? 
8:55—Five-M inute New® Period — chs 
9.OO—Voorhees Concert A G uests—nbc 
Counter-Spy. Drama of Pie War—blu 
Cecil R rte Mille Radio Theater—chs 
Gabriel 
Meatier Speaks— mos-bgsic 
9:15—To Be Announced <15 rn.I —mb* 
9:30— Doc. I 
Q A Qui? Queries—nbc 
Spotlight Band®. Guest Grebe*.—bill 
A’exander and Mediation Board—nibs 
9:55—I'ale Carnegie on People — blu 
Kimn—i 'sm arted Concert Orc re? — rile 
Raymond G 
Swing'* Comment—blu 
Screen Guild Player® A Gue*-:® 
chs 
Raymond (.'lapper'® Comment*—mb* 
JO 15— Gracie Field* and Comedy— bin 
Dean Purdue nu "Our Mora e"- nbc 
JO 30—Information r>a*e. a Qui? 
nbc 
Alec Templeton: Rhythm Road 
blu 
Guy 
Lombardo o rch estr a —eh s-east 
Blond ie -Dagw ood'® tepeat -chs-w est 
Paul Schubert'* War A n a > * > -rn!'* 
lb 45— Dancing Music Orchestra 
- blu 
Music That Endure® a Concert -nibs 
JI no—New® for 13 m inutes— nbc-east 
Til# Fred Waring repeat — nhc-w est 
New s. Song Dance. 2 hr®.- bin A chs 
Comment; Dancing Orchestra— mb® 
11:15—Late Variety 
With New?—nbc 
11:50— London'® Radio Newsreel—mb* 
12 OO—Dance Music, New? I hrs.—mbs 


••KANGAROO HARE” ? 
The Greenland hare can travel 
on its hind legs like a kangaroo, i 
It has beeti observed to travel for 
distances of IOO yards, 
hopping 
solely on its hind legs, six to eight 
feet at each jump. The hare pre­ 
fers to ruti uphill, Instead of down, 
when frightened. 


LARGEST GOLD NUGGET 
L argest gold 
nugget 
ever 
re 
corded w eighed between 22f>0 and 
2500 Troy ounces. It w as named 
"Welcome Stranger" by its 
dis­ 
coverer, who found it in a shallow 
rut near Moligul, Victoria, A u s ­ 
tralia, on Fob. 5, 1867. 


Sonic of the parts of a torpedo 
m ust be accurate within a limit 
of 25 millionths of an inch. 


A HMIN! STK AT ION N OT Ii E 
Letters 
T estam en tary 
on 
the 
E state of Eva Jane Smith, late of 
Hie Borough of Warren. Warren 
County. Pa., deceaaed, having been 
this day granted to the undersign­ 
ed, notice is hereby given 
to all 
persons indebted to said E state to 
make 
im m ediate 
paym ent, 
and 
those having claim s or 
denial I 
against the game will present them 
to the undersigned, properly au­ 
thenticated for settlem ent. 
March 26. 1943. 
Henry F, Heilman Executor. 
E. ll 
Rrshlin. Attorney 
April 2-9 16-23 no and Mac 7 fit 


PLUS Af Y K*v? A* AVT 


.-/hat A PILE / - 
V r* y - PLl/S 7K4r 
TUE EA-COQhcJ SA L A R Y — 
\ 
•SOFA H E NAN TED ■ 
THAT LAUNDRY I DO AT HONL- 
J l 
t AV F S T ON 
TH S 
N IE A T I C A N T G E T / 
T H A T ' S & A & G H r 
IT L L NI A K E A L O T O E 
N O N - B O T A O N E f ? A f < ^ 
e O N D S 
F \X 2 J U N SX C H H /N J 
M/‘r/V7 
. ' M A F N G H T Y 
H E 
G E T S ' B A C K T O O M 
/ 
F t N E S t T T H 
I N T H E 


O p portunity 
For Al l In 
Loan Dri ve 


When 
the 
cam paign 
to 
raise 
53.623.000 in W ar Bonds 
Warren 
county's quota in the Second W ar 
Loan 
is ended M ay 
tst, nobody 
will have the opportunity to say, 
"I didn’t buy any bomi* because 
no one came to see me." 
This 
was 
promised by R. 
W. 
Mackay, 
chairman 
of 
W arren 
county's Second War Loan Com­ 
mittee, following the tw o enthusi­ 
astic m eetings of workers yester­ 
day. 
The over 300 w orkers left 
the 
m eetings 
armed 
w ith 
their 
order blanks, and ready to start 
the drive April 12. 
"This will he 
declared. 
"We’ve 
laid 
plan* 
to 
no Iii! or m iss cam paign.” M ackay 
cover every block of the borough 
house by house. 
W e ’ll reach all 
business firms and stoves. 
We'll 
approach every resident and busi­ 
ness place in Sheffield. Youngsville, 
Russell, and every other com m u n ­ 
ity in Warren county. 
When this 
drive ends, the question of w hether 
to buy extra W ar Rond* will have 
been placed squarely before every 
person, and I’m confident th ey’ll see 
that 
Warren 
county's 
quota 
of 
53.623.000 is reached.” 


County's Quota in War Loan 
Represents Definite Amount 
Of Equipment For Uncle Sam 


W a r r e n co u n ty ’s 2nd W a r Loan 
quota of $3,623,000 is a p t to sound 
like ju s t so m u c h money; actually 
t h a t figure re p rese n ts a definite 
n u m b e r of guns, planes, t a n k s and 
o th e r w a r equip m ent t h a t ou r boys 
need to do their job, and do it 
right. 
F o r example, t h a t 83.623.000 will 
buy clothing 
for 
22.080 a v e ra g e 
enlisted m e n based on the W a r 
D e p a r t m e n t ’s 
official 
figure 
of 
8164.09 p er man. 


H E L P 
w p m 


$ i 3 , b o o , o o o , o o o . 


W a r r e n cou nty's quo ta will buy 
2,127 field a m b u la n c e s a t a cost 
of 8 1 . 192.80 each. 
T ra n s l a te d into Tanks, th is $3,- 
623.000 will buy 25 h e a v y 60-ton 
ta n k s a t a cost of $145,000 each. 
or it will buy 81 light t a n k s which 
w ith o u t 
a r m a m e n t 
cost 
$15,000 
each. 
If 
we 
tu rn 
those 
bo nds 
into 
block-busters, that $3,623,000 quota 
will b u y 4.153 4,000-lb. "eggs" to 
lay right in H itle r’s anti Hirohito's 
b ack yard. 
Or. w ith t h a t sam e amount of 
money, Uncle S a m could buy 2,293 


one-half 
to 
t h r e e - q u a r t e r 
ton 
tru c k s; 
tile 
kind 
we 
k n o w 
as 
"Jeeps.'’ 
Did you sec that flying "fo rt" 
that w e n t over W a rr e n last S a t u r ­ 
d a y ? 
Well, t h a t w a s ab out onc- 
eighth of ot lr quota soaring o v e r­ 
head. 
W it h 
t h a t 
$3,623,000 
we 
could bu y eight 
of those Flying 
Fo rt re s s e s a t a cost of $150,000 
each. 
If we w a n t to blow t h a t doug h 
for 
a n t i - t a n k 
g uns 
75 
n i m s - i t 
will buy us 362 of I lien) a t a cool 
$10,000 pei' gun. 
Or. it vt ill buy 
2,415 collapsible ru b b e r b o a ts that 
hold 
8 persons, a n d co st $1,500 
each. 


A lthough fish live In w a t e r and 
bre a th e it. 
th ey ne ver drink 
it. 
g e tt in g en o u g h m oistu re in th eir 
food. 


A D M IN ISTRA TIO N NI IT ICE 
L e tt e rs of A d m in istratio n on the 
E s t a t e of Anne G . Falconer, late 
of the B o ro u g h of W a rre n . W a r r e n 
Coun ty, Pa . deceased, hav ing been 
this day g r a n t e d to the u n d e r s i g n ­ 
ed. notice is hereb y given to all 
persons indebted to said I Ssta t e to 


m a k e 
im m e d ia te 
p a y m e n t, 
and 
thos e h a v in g claims o r d e m a n d s 
a g a i n s t the 
s a m e 
will 
present 
th e m to th e undersigned, properly 
a u th e n t ic a t e d for se ttle m e n t. 
M a rc h 31. 1943. 
Catherine F. Munson, 
Administratrix. 
Sidney D. B lackm an, 
A ttorney. 
April 2-9-16-23-30. M ay 7-61 


Flavoi -m e llo w in g d o e s ill An exclusive Nabisco process 
deliciously FLAVORS anti MELLOWS each golden nugget. 


N e w sp oon -size is great! Shoddies* grand handy spoon* 
size makes a hit with everybody from baby to grandad! 


GET GOING RIGHT, EAT SHREDDIES! Sh Teddies is made 
from whole wheat —the whole, nourishing grain —plus 
mellow malt. It s energy food—every spoonful! 


f ( \ 
"SHREDDIES" ii an sxduilvs product af 
J L V - . 
NABISCO . . . NATIONAL BISCUIT COMPANY 


Homa Economics Nows 1 


H O M EM AK ER S 
URG ED 
TO 
Cl I ECK 
C A N N IN G 
SU PPL IE S. 


I t s not too early to begin p la n ­ 
ning for the coming canning s e a ­ 
son. 
It. will be w ise to check care­ 
fully 
tile canning equipment 
on 
Iland. 
sa y s Thelma 
Prendergast, 
nome econom ics extension repre­ 
sentative, Warren county. 
I* the 
equipm ent in good condition and 
ready to u se? Will you have tin* 
number of jars and rubbers you 
are goin g to n eed? l f it is neces­ 
sary to replenish your stock, buy 
only w h a t you need to fill the fa m ­ 
ily requirem ents but no more than 
you need. 
This year jars are being made 
in pint, "quart, two-quart, and g a l­ 
lon 
sizes. 
Half-pint 
and 
wide- 
mouth jars will not be m anufac­ 
tured for the duration. 
A 
two-piece 
glass 
and 
metal 
cover has appeared In the stores 
to 
replace 
the 
one-piece 
zinc 
mason cover, explains Mrs. Pren­ 
dergast. 
The glass lid has a rub- 
, ber which is placed on the lid and 
not on the jar. 
A lacquered or 
black 
plate 
metal 
screw' 
band 
holds tho lid in place during pro­ 
cessing. 
Because 
this 
type 
of 
metal will rust, it is suggested 
that 
the 
band 
he 
removed 
24 
hours after tile jar has been pro­ 
cessed and cooled. 
Glass 
covers 
and 
aom* 
two- 
piece m etal rovers With a co m ­ 
position rubber seal are available. 
Some atore.* m a y stock a sm aller 
metal cover with 
a 
composition 
rubber seal for use on sm all-m outh 
glass jars, such as those used for 
coffee. 
Reports are that w artim e rub­ 
bers m ay be black, possibly have 
a queer odor, and no lips. 
A m ini­ 
mum 
amount 
of 
crude 
rubber 
likely will be used in m anufactur­ 
ing, 
therefore, 
the 
rubbers can­ 
not be stretched. 
R esearch w ork­ 
ers st 
present suggest 
th at all 
jars on which rubber rings are 
used be only partially sealed dur­ 
ing processing because the rubbers 
are likely to push out. 
Complete 
the seal at the end of the precess­ 
ing period. 


PR E V E N T IV E M E A S U R E S 
H E L P RUTT W E A R LONGER. 
Civilians can save wool by m a k ­ 
ing suits now on hand last longer. 
Already the use of wool in m en ’s 
suits have bpen curtailed som e­ 
w hat by governm ent order. 
R egular cleaning and pressing 
will m a k e a suit live longer and 
help cut down on repair jobs, ac­ 
cording to Mrs. Prendergast. home 
econom ics 
extension 
representa­ 
tive. W arren county. 
Dirt grinds 
into wool and m akes it w ear out 
more quickly. 
If you press suits at home be­ 
tw een 
cleanings, 
look 
for 
spots 
before 
pressing. 
A 
w arm 
iron 
set* spots so they will never c o m e 
out. A lw ays steam press wool, us- 


MENUES OF THE DAY 


B t .MRS. A M X A M IFR GRORGR 
Meals For Sunday 
(Ne beinf.hellenes Item Hied) 


Breakfast 
Ors nr* J Ute* 
Cornmsal FiapiacA® 
Sirup 
Bi o w n * d H a m o r R a / en 
Coff®* 
Milk f o r C h iM r a a 


Dinner 
I’rt®4*i’hl<'k#r, 
Gr*ry 
Koi’ort Hie* 
Rut lurid Gr**n F5®an a 
Biacuii* 
Honey 
Grapefruit Salad 
lYaneh Draaainf 
T ee 


S u p p e r 
f 
Ollr* Raliih SandwtetitS 
Fruit ( 
ok)*» 
Tea 


Cornmeal Flapjack* 
I cup flour 
I est. ktat#n 
I* cup cornmeal 
11U 
I ica*poo’i *urnr ' * <*UP' 
ii '•H.'BOon na ,I 
or bu’l e r r . < 
I > a sp oo 
*ooa 
. 
It t e a s p o o n 
* * h • • p u o a e 
oaki! is 
powde r 
aa ad ail 
M ix in gied .en ts and b e s’ until 
smooth. Pour from large spoon 
onto hot greased Ruddle 
Bake 
until hubbies form on tops, then 
carefully 
turn 
and 
brown 
the 
tops. Stark up v\ itll m elted butter 
or m argarine arid hone', between. 


Fried Thicken 
I fryar (shout 
9 noun!* i 
4 
a i ®»p«': n* 


t* t ® a * p e e n 
r#!#ry *alt 
4 1 a i»>9po.io« 
fat 
(* 
if* hol ing 
n * • cr 


Flavored W hole W heat Ceieal from the O rigin al Shredded W heat Batterie! 


'* ' n i (toon salt 
*4 
I*.) - poor* 
pepper 
W ash and cut up fryer. Chill 
until m ealtim e. Sp-inkl" e ie ken 
w"t i flour m ixed with seasonings. 
Brow n quickly in fat. heated 
n 
frying pan Add w ater and a ' H 
Sim m er 30 m inutes— or until very 
lende- 


A Plea for the Second War Loan 
"N o w We M ust Begin Lending 


U. S. What We C A N N O T Spare!” 


By S. BI RTO N H E A T H 
N E A Staff W ri te r 
E v e r y 
time 
tw o 
h u n d re d 
big 
b o m b e r s m a k e a n ig ht raid over 
the Rhineland, a n o t h e r |2,500,000 
goes down tile se w er as an a n t i ­ 
septic to dest ro y some m o re of the 
g e r m s of to talita rian ism . 
W e arc 
thrilled 
w h e n 
word 
comes 
t h a t A n g lo -A m e ric a n 
a i r ­ 
men are in the midst of a n o th e r 
no n-s to p 
d a y -a n d -n ig h t 
bombing 
offensive ag ain st Nazi production 
cente rs 
and 
tr a n s p o rt a ti o n 
systems. 
W e 
d e m a n d 
that tile 
d e m o crati c blitz be put onto a r e g ­ 
u la r th o u s a n d -p la n e -a-ra id basis. 


We are ri ght. 
Day and night 
raiding, th e b ig g e r the b e tte i, is 
the w a y w e m u s t soften up the 
continent, of E u ro p e for the 
in­ 
vasion that, once starte d, cannot 
stop until 
United 
N atio n s ta n k s 
are p a r k e d in Unlet den Lindon. 
B u t we c a n ’t b o m b G e r m a n y in­ 
to 
im p o te n c y 
withou t 
mourn 
billions and billions of it. 
A single 
th o us a n d -p lan e raid costs $12,500,- 
000 
and while th a t raid is going 
on, m a n y tim es $12,500,000 is he* 
m g s p e n t on dozens of o th e r fronts 
sit o v e r the world. 


ing a sponge aud a firm cotton 
p re s s cloth, such 
as a 
piece of 
h e a v y drill clot Ii. 
Lay the cloth 
o v e r 
the 
g a r m e n t 
an d 
dam pen 
w ith 
the 
sponge. 
Set 
the 
iron 
d o w n sq u a re ly on th e press d o th , 
lift th e iron, set 
ii down again. 
N ev er 
p res s 
th e 
moist ure 
coni 
pletely out of the wool or it will 
look h a r d and lifeless. 
Wool can 
sco rch th o u g h you have a cloth 
ov er it if the lion is too hot. 
F r e q u e n t 
bru sh in g 
and 
airing 
o u td o o rs will add w e a r to a suit. 
Brush in tile direction o| the grain 
of th e d o t h , a nd brus h inside tin 
suit as well as out, in arid around 
pockets, n ad inside cliffs if there 
are any. 
It is a good idea to let 
a suit h a n g in th e open ail before 
it goes Into the closet. 
Also im p o rta n t to the life of a 
suit, sa ys Mrs. P re u d e r g e s t. is tin 
way it is hun g up a f t e r each wear- 


Every w o r k in g da y tile Federal 
T r e a s u r y pours out d o s e to $250,* 
OOO,(KIU iii good, hard, cold cash 
for w a r purpos es alone. 
This drive, enorm ous as it seems, 
a sk s for only enough money to 
finance our part In the wat 
for 
52 days 
tw o vvorkin; 
months. 
W here does th at 
mom > 
confit 
from .’ 
Taxi's ? 
Yes. sonic ol it. 
But even the record tax levies we 
a re paying 
now do not 
provide 
hall enough mom v tc finance our 
p art iii such a wa I as this. 
Tin 
rest has to come from borr owings 
Fro m April 12 th ro u g h Max tin 
Treasurv 
must 
raise $ 13,OOO,OOO,' 
uuu 
billions, indeed 
to pay 
wig 
hills. 
It is believed that $5,000,* 
UUU.UUU 
can 
he 
e x tr a c te d 
from 
hanks, 
The 
r e m a in d e r 
snood. 
UUU.UUU 
has to come out ol 
the 
w ages and the savings of individu­ 
als 
men, w om en and even chil 
cl cen. 
In this loan there m c going to 
I)*' 
"little 
bonds 
that 
can 
he 
bought for $.37.50 each. and PHG 
builds that w ill cost a million dol 
Jars each. 
Most of us are buying bonds as 
fast as v\e think we can afford 
That is fast enough. 
We are le nd­ 


ing 
Put 
tin' coat on a wooden 
ha nger, one w ith broad shoulde rs 
made 
specially 
for 
m e n ’s 
suits 
H a n g tin1 
11 ousels on a 
special 
Holist r h a n g e r 
I r over tin 
m o s s 
ba r ol a wooden hang) i 
ll you 
must use a wire hanger, place a 
henv\ piece ol c a rdboard oven the 
i loss ba r to help pi evtn t i i easi • 
nu 
th e 
tr o u se rs 
Pull 
trouse rs 
th rough the 11a u g e i as tai as the 
width of the h a n g e r will allow so 
1 hat t he I bic ke r pa it ol t he I r« ais 
cis lies over the bar 
Nevci spoil 
the press of a suit bv 
laying it 
( a relcssl V over H cha ll . 


O N E -B IT E GEN I I I NESS 


A dog is considered within his 
I eg a I 
rig h ts 
iii < ’olm ado 
if 
lie 
bites a person one1 
bul if Ii* ta ke s 
two oi m ote Intl- he is consider 
(vd \ lentils. 


ing Hie g o v e rn m e n t w h a t we can 
spare. 
Now we mus t begin l e n d ­ 
ing w h a t we can not spare, 
If 
w e a r c lending all t h a t is left over 
a f t e r paying 
t he c o s t s of living. 
t h es e 
t h r e e w eeks are the time 
to cut the co 1 I of living and put 
the savings into bonds. 
I! 
is going 
to hurt, 
probably. 
But d o n ’t im agine that the men in 
the South Pacific, i i i N orth Africa, 
rn Great 
Britain, 
in the a ir all 
over the world a nd on the w a te r s 
of eve IV sea, arc not being hurt. 
This 11 ion on is for them 
to pay 
then* wages, to buv their clothing 
and 
food, 
to p u n alc th em w ith 
guns, tanks, jeeps, planes, a m m u - 
m t ion. 
If you have men in tile Army, 
the Navy, the Marines, tile Coast 
Guard, the 
M erchant 
Marin e 
if 
you hav e w omen in tho W A ACS, 
the WAN ES, the SPA RS, the n u r s ­ 
ing corps 
you w o n ’t need be u r g ­ 
ed to givc up som eth ing so t h a t 
these loved Ones will not have to 
give u p so much. 
T i n s call for Ss.UUU,OOO,OOO is a 
personal call upon 
ev ery 
single 
person 
to 
buy 
every 
possible 
E X T R A bond betwee n now and tile 
first of M aw 


GRAND VALLEY 


G ra nd Valley, April 7 
Mr. and 
Mrs. Gerald Knight and son David 
of W arren , were Sun d a y gu ests of 
Mi 
and Mrs 
M 
J. P u tn a m . 
Mi.® 
ennith W o m a n ° f 
Sloan- 
d.tle ,v|i< ut 
last 
W ednesday with 
Miss Minnie Kerr. 
Mr- Nnbh Chirk of Corry sp ent 
the wee kend with lier parents, Mr. 
a nil M rs 
A rt b u r < ’h a p p d . 
Mrs 
Edith Beers. Mrs, Zennbia 
( ’Ii ipp' I, 
Mrs. 
Minnie 
P u tn a m , 
Mi 
H a ji I Emers on, 
Mrs. Fida 
C h a m b e rs 
Mrs 
Violet 
Burleigh 
a n d .Mrs M lido Wolfe w e r e e n t e r ­ 
tained at a p a r t y T u e s d a y p. rn. 
by Mr® Ami Wa 11 era 
Mr 
md Mrs. 
Bruce 
Johnson 
.-.pent tin w e e ke nd al the home of 
Mr 
and Mis. G eorge 
C arson 
Of 
I Mea.sa 111 \ die 


LOOK YOUR BEST 
BE YOUR BEST! 


Don’t let a Lack of these 6 
Essential Vitamins Rob you 
of Pep and Vitality! 


N E W ! N utri-M ins give you all tin 
v it am ins specified as e ss e n tia l by U .S . 
Authori ti es. You get. the all-important 
B C omplex \ Stamina (Bi, JU’, N iacin­ 
am ide and v ita m in s A, C and I )...a n d 
y o u get t h e m in th e proportin) a a n d in 
the amWi^A recommended as the full 
minimum by e xperts . . . all in two 
tablet® a d a \ I yS< e t h e c h a r t below.) 


/2 m 
SUPPLY 


/ A O M 
T s u p p l y 


Sa* how NUTRI-MINS match th* Adult 
Minimum Daily Requirement* RECOMMENDED BY EXPERTS 


2 KUI®! M N' 
O' .'! YOU 


VITAMIN I .... ... I MIUISRAM 
....I MILLIGRAM 
VITAMIN I ...J ... I MILLIGRAMS 
? MILLIGRAMS 


Thousands Can SAVE 
30* to $1 a Month! 


Y o u pax' o n ly dc* a day 
( n o t 5f, 
l f o r 8 rf a da) ). 


Nutrition authorities pay you can’t be at your 
be.-t physically unless you get, from some source, 
at least certain daily winimupi am ounts of the 
P. Complex \ it amins 
I! . P; and Niacinamide 
and Vitamin* A, ( ' and J). 


And now, for only -lr a day, N utri-M ins bring 
von all s is of the-e vitamin* in th a fu ll m int ut mn 
am ani'1* recommended by experts, 


X u tri-M in* are chemically and biological!) as­ 
sayed and prepared to strict specifications. I hey 


NIACINAMIDE 
VITAMIN A .. 
VI IAM.N C .. 
VITAMIN D .. 


f.XTKl I 


.IO MILLIGRAMS.. 


4.0lj0 U S f . UNITS 
30 MILLIGRAMS.. 
.400 U.S. P. UNITS. 


...IO MILL ’AMS 
4,000 U.S.i 
'ITS 
,. 30 MUUS*- 
, .400 U.S. P. UNI IS 


r* nH#r- As 4 i 
’’Ss;.' 
REQUIRE 


WUk 
i 
;ii 
>.**» h* 
Bi, 


arc backed by one of America’s leading Drug 
Companies, 
Ask for X utri-M ins at your drug counter. Show 
Uh* package label to your doctor. Ile v-ill agree 
that two X u tri-M in - a day provide the full rec­ 
o m m e n d ed m inim um amount* of all t he \ itamins 
specified as essential by I .S . Govt. Authorities! 
But if for a n y reason you are dissatisfied with 
N u t r i - M in s , r e t u r n t h e p a r t l y u sed p a ck a g e 
a n d wo will refund double the purchase price. 
Lambert Vitamins Company* Inc,,A f 
o rkt tty* 


START HEW WITH NUTRI-MINS! 


S I X 
I I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9 , 
1 9 4 3 


O 
d 
B etty Lee 
B etty Lee 


State V F W Auxiliary Officials Pay Visit 
To Local Unit During Its Annual Election 
o A Uh) 


Angelica Johnston, of Erie, de­ 
partm ent president of the VFW 
Auxiliary, made her official visit 
last evening to Dinsmoor- S ch wing 
Auxiliary, and, during the annual 
meeting. Catherine J. Allen was 
elected president of Hic local unit 
for the coming year. 
Other 
officers 
chosen 
were: 
Senior vice president, Zella Wood; 
junior vice president. Rita Gough- 
ler: treasurer, Bertha W. Lyons: 
chaplain, Marie Belton: 
conduc­ 
tress. Annabel Pring; guard. Clara 
M. Schuler; trustee, Olga Petersen; 
lelegate. 
Gertrude 
Fitch: 
alter­ 
cate. Zella Wood. 
These officers will be installed 
rn April 22. the installing official 
to be Bertha W. Lyons, past de­ 
partm ent president. 
A report was made on the es­ 
say contest, now completed, and 
winners to be announced soon. The 
chairman of the committee on gift s 
to service men announced that 50 
boxes were sent 
thic 
week 
to 


Fine Program Giv 
For April M e e t i n g 
Of D A R Membership 


General Joseph W arren Chap­ 
ter, DAR. was privileged to hear 
Dr. Robert Israel, superintendent 
of 
the 
W arren 
State Hospital. 
speak on 
“Human 
Conservation 
Through Psychiatry’' at the April 
meeting held Thursday afternoon 
in the YWCA. 
Dr. Israel, thoughtfully avoiding 
all heavy technicalities on his pro­ 
fession and 
making 
ills 
subject 
very clear to his listeners, named 
the many causes of mental illness 
and explained modern methods of 
H eating these cases. 
The chapter 
hopes to again have the pleasure 
of listening to him speak. 
In keeping with the Lenten sea­ 
son, Mrs. W. E. V erger’? solo was 
“Let Not Your Heart Re ’i 
mbled” 


ZERO HOUR 
“INVENTORY” 


Be sure your home is 
equipped with necessary 
medicinal aids BEFORE 
sickness strikes! 
“First 
aid” on hand may span* 
your doctor a vigil. 


They GIX F Their LIVES . . . 
You LEND Your MON FA . . 
Invest Today iii Ronds for \ ie- 
to r\—Second War Loan 


ld*t I s Fill Your Next 
Prescription 
GaaaAm 
D R U G S T O R E 
^ 
34# W PINNA AVE 


Wanen j Most Useful D ug Slcre 


W arren county boys. 
It was voted 
j to purchase 3 2 mushballs and bats 


I for the naval training 
base at 
Sampson, N. Y., from where Hic 
boys have reported need of such 
recreational equipment. 
Frieda Siegel, departm ent depu­ 
ty chief of staff, made her yearly 
inspection of the auxiliary’s work 
and, in her short address, compli­ 
mented the officer body on the 
congeniality of the group. 
Highlight of the meeting was 
the address by President Johnston, 
who spoke *of the importance of 
membership 
in 
connection 
with 
veterans’ legislation and its rela­ 
tionship to the number of people 
required to work in the hospitals 
where veterans of this and previ­ 
ous w ars are hospitalized. 
Stress 
was placed on the great, amount 
of tim e and money given by post 
and 
auxiliary members 
to 
this 
work. 
Membership quotas in aux­ 
iliaries were increased 50 per cent 
this year and her rem arks made 
clear why this was done. 


by Oley Speaks, with Mrs. Dorothy 
Engstrom playing hor ar-compani- 
ments. 
The regent, Mrs. Leon Laskaris, 
called attention of members to the 
appeal for Red Cross blood don­ 
ors; also to the Second W ar Bond 
Loan Drive. 
The following were 
elected as a nom inating commit­ 
tee: Miss H arriet 
Eaton, 
chair­ 
man; Mrs. F. L. Plummer. Mrs. 
H arry 
G ranquisl, 
Mrs. 
W. 
BJ. 
Y eager and Mrs. W. E. Lutz. 
Announcem ent was made of a 
gift to the W arren Public Library 
of several 
valuable 
genealogical 
books by a chapter member. Mrs. 
E lbert Smith. 
Airs. H. A. Rim rd 
spoke briefly of the Army aud 
Navy C hapter in Washington. D, 
C.. of which she is a member. 
Mrs. A. F. Kottcam p and lier, 
com m ittee served tea from a ta b u 
centered with orchid candles and 
spring flowers and presided over 
by Mrs. F. A. Lesser. 


Public Is Invited lo 
Y W Musical and I ca 


A most cordia) invitation is ex­ 
tended by the YWCA for all in­ 
terested to attend its Lenten musi­ 
cale and tea to be held in the a c ­ 
u ities building at three o’clock 
tomorrow afternoon. 
Held in con­ 
junction with sim ilar events in 
many associations, proceeds will 
go to tile YWCA W ar W ork Fund. 
Airs. D. O. May. of Russell, will 
receive 
“Tile 
Robe” 
by 
Lloyd 
Douglas as one of the highlights 
of a program presided over by 
Mi’s. Carl Lund ah I, association pre­ 
sident. 
Musical num bers will be solos 
by Miss Viola Landmark and Mrs. 
Everett Borg; also a quartet from 
the high school a cappella choir, 
Frances 
Ann Carlson. 
Sue Me- 
Garry, Caroline Huber and Donna 
Lou Allen. 
Airs. Harold Smith will serve as 
chairm an of the tea committee, 
assisted by the following members 
of the world service committee: 
Airs. H. C. W arren, Mrs. J. A. 
Davidson, Airs. H arry BJaton, Mis. 
H arry Leafstrom , Geraldine Erick- 
on, Airs. 
Alildred 
Norris. 
Alice 
Davis and Hildegarde Edwards. 


Everybody reads the Times-Mirror 
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EASTER HATS 
1.98 ic 6.98 


Thai GIA K Their LIVES . . . Von I JEN I) Your MONEY 
Invest Today in Bonds for Victory—Second War Loan 


I: : rn 


! mB etty Lee 


r lf you suffer MONTHLY N 
FEMALE MIN 
You who suffer such pain with tired, 
nervous fe-llnss, distress of “Irregu­ 
larities"—due to functional month­ 
ly ms* urbaner*—.,houid try Lydia 
E. Plnkham’s Vegetable Compound. 
It has a soothing effect on one of 
woman’s most important organs. 
Ako fine stomachic tonic! Follow 
label directions. Worth trying. 
.LYDIA E. PINKHAM’S BSPSSS 


i 
l 
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For the Easter Shopper 


Ladies' C o a ts $14.95 to $27.50 


Ladies S u i t s 
$16.50 up 


Ladies' Dresses $6.95 to $10.75 
(in half sizes or regular) 


Girls C o a ts . 
. $5.75 to $10.75 


Girls Dresses . 
. $1.25 to $2.50 


Ladies' Sweaters $2.50 to $4.50 


Boys1 Suits . 
. 
. $7.50 to $10.50 
(all wool) 


Boys' Trousers 
. $1.65 to $3.95 


Men s Suits . $25.00 to $39.00 
(all wool1 


Men s and Boys' 
Sweaters from 1.39 to $4.00 


1 0 / > 
f ?£ 
11 
I 
iii sr 
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YYOTHER CONSIGNMENT OF 
ARMY JACKETS AND PANTS 
Government Rejected < loth—$5.00 Value 
Jackets— $2.50 
— 
Pants-—$2.95 


Boys Military Suits 
. 
. 
from $1.50 to $3.95 


M en s Dress (rousers, large selection 
. 
$3.95 up 
Man's W o rk in g Pants, Santoried 
. 
. 
$1.89 


Glossmon's 
Third t\e . and Hickory St. 


The* G i l l 
Their M I KS . . . Iou LEND lo u r MON I I . , . 
Buv Bond*)— Second lia r Loan 


YWCA SCHEDULE 
FOR COAIING WEEK 
Monday 
12:15, 
Rotary 
Club; 
3:30, South Street Girl Reserves; 
4:15, E ast Street 
Girl Reserves; 
7:30, High School Girls’ Club. 
Tuesday- 12:00, luncheon for all­ 
day meeting 
of 
Bell 
Telephone 
Company; 12:15, Lions Club; 3:3n, 
McClintock Girl Reserves 
a t Y; 
4:15, Johnson Girl Reserves. 
Wednesday 
12:00, luncheon for 
all-day meeting of Bell Telephone 
Company; 4:15, Beaty 
Girl 
Re­ 
serves. 
Thursday 
9:30. all-da.v County 
PTA meeting; 2:00, North W arren 
Girl 
Reserves; 
6:00. 
Ali-Wc-Je 
Club dinner-meeting; 7:30. 
BBW 
Club meeting; 4:15, 
Girls' 
Club 
ring committee meeting. 
Friday -3:30. Lacy Girl Reserv­ 
es; 7:00, Girl Scout Leaders A s­ 
sociation meeting. 
Saturday 
2:00, 
Girl 
Scout 
camp rally. 


SHOWER PARTY 
Mrs. Harold Baldensperger and 
Mrs. Clarence Agron entertained 
with a shower party last evening 
at the home 
of the 
form er. 
13 
Hollins street, for th eir niece. Miss 
Catherine Anderson, soon to be a 
bride. A fter an enjoyable evening 
of games, the hostess served lunch 
from a table prettily done In pink 
and white and the honored guest 
was showered with gifts for lier 
futon home. 


ANNUAL MEETING 
OF BPM* A1EMBERSHIP 
Because of the Youngsville BPM' 
Club’s birthday party on Alonday 
evening, the annual business ses­ 
sion of tile local 
club 
has 
been 
postponed until 
7:30 
p. 
rn. 
on 
Thursday of next week. Miss Flore 
Blair, chairman, m ust be notified 
no later than Tuesday if members 
are unable to attend. Business ol 
the evening will be followed by 
serving of refreshm ents. 


STONE CLASS 
The April meeting of the Alay 
R. Stone Class of the F irst Pres­ 
byterian church will m eet in the 
church parlors a t eight o’clock 
Alonday evening. 
On the commit­ 
tee are Alai tim Sigworth, Be:.s 
Stone. 
M ary 
Otterbein, 
Edith 
Somers anti Teckla Rapin. 


ELVIDGE CLASS 
Elvidge Class members of the 
F irst 
Presbyterian 
church 
will 
m eet Alonday evening at the hon e 
of Airs. R. C. Pickett, 115 Tliiid 
avenue. 
Mrs. EU Beck is chan - 
m an for tile program which will 
include a play, “We Call It Free­ 
dom,” given by L*»tta 
Dunham 
Society members. 


STUDY CLUB 
The Young Mothers Study Club 
will hold its regular meeting Mon­ 
day' evening at the home of Airs. 
Nelson Johnson at North W arren. 
Those unable to be present 
are 
asked to call her at 1577-M. 


Al ARTH A SOCIETY 
Tile 
Alartha 
Society 
of 
tile 
Emanuel Evangelical and Reform­ 
ed church will meet Monday eve­ 
ning a t eight o’clock at the home 
of Alartha Fuhrer and all mem­ 
oirs are invited. 


BIRTHS 


IN NEW YORK CITY 
Announcement has been received 
here of the birth of a son, April 
5th, to Mr, and Airs. Albert Lcf- 
court. in New York City. 
Aire 
Lefeourt will be remembered as 
Miss Alarian M artin, wlio made 
lier home with Mr. and Mrs. V 
P. Arnold, Conewango avenue- 


The cauliflower is 
flower bud. 
modified 


A 
centuries-old 
highway 
be­ 
tween Mexico City and 
<’uerra- 
vaca has a center stripe made of 
light-colored stone*. 


RUBBER 
STAIR TREADS 
19c •*ch 


HQAGVALL’S 


They G II E Their LUK** 
. 
You LEND l our MON E l 
Iri\est ’lucia* in Bunds for 
Victory—-fecund U ui Luau 


Social Events 


CATHOLIC DAUGHTERS 
BUSY WITH PLANS 
Court M’arren, Catholic D augh­ 
ters if America, m eeting W ednes­ 
day/ evening in its new headquar­ 
ters in the K. of C. rooms, unani­ 
mously elected Airs. Nell Randell 
to the office of financial secretary. 
She succeeds Aliss K itty Mullaney, 
who has been transferred by' th*' 
Bell Telephone Company 
to 
new* 
work in Pittsburgh. 
Plans were dist il:-sed for the an­ 
nual communion early in Alay’ at 
St. Joseph’s, tile date and details 
to be made known later; also for 
the initiation in Alay. that 
com­ 
mit! ru and further details to be 
announced. The next regula’- m eet­ 
ing bl tim court will be held Alay 


First In Faster Fashions 
PASTEL SUITS 
25.00 


For a brighter and smarter Easter, wear a soft pastel suit! W ell 
tailored, with smart details, in either classic or dressy lines. 
G abardine, shetland, twills, tweeds, flannels and pastel plaids. 


They GIVE Their LIVES . . . You LEND Your MONEY . • • 
Invest Today in Bonds for Victory—Second War Loan 


Social Events 


LEGION SUPPER 
On 
Tuesday evening at 
6:30 
o’clock, the Legion auxiliary will 
have a tureen supper. 
Aiembers 
are asked to bring a tureen, rolls 
and sugar. 
Table service will be 
supplied. As April is child welfare 
mon til, Miss Julia Heibel. of the 
Hoffman Home, will be the guest 
speaker. 


Personal 
Paragraphs 


MOA! AN S CLUB TO 
ELECT OFFICERS 
Highlighting the business m eet­ 
ing 
which 
follows 
the 
annual 
luncheon at the W oman’s Club to­ 
morrow will be election of officers 
for the coming year. 
There will 
also br reports of officers and de­ 
partm ental heads. 
Luncheon will 
be at one o'clock and the business 
session at 2:30. 
Board members 
bold their final session this morn­ 
ing in preparation for the day’s 
events. 


Red Cross W o r k Notes 


Red C ro s s sewing will continue 
a t St. Paul's Lutheran church at 
the usual hour of 1:30 p. rn. Alon­ 
day and all interested friends are 
invited. 


W S T TR V ON a PAIR 


. . L E T T H E S H O E H O R N 


BE T H E J U D G E 


Slip it on, and discover Jar­ 


m an ’* friendliness of fit. After 


all, the final test when buy­ 


ing any shoe is how it feels 
on your fo o t... let the shoe 


horn be the judy:! 


$ 6 ** 8 .7 5 
fount st \ Ic* 


They GI VK Their LIVES . 
5 ou LEND Yoni MONEY 
I in cst Today in Bonds for Vic­ 
tory 
2nd M’ar Loan 


W .C .T .U . News 


CONEWANGO UNION 
The Conewango WCTU was en­ 
tertained Thursday' 
afternoon 
a t 
the home of 
Airs. 
Elsie 
Keller, 
Conewango 
avenue, 
w ith 
Airs. 
Bessie Johnson presiding and Airs. 
W alter Holt conducting devotions 
in the form of a lesson on prayer. 
Portions of scripture were read by 
several, with added comments by 
Airs. Holt and prayer voiced 
by 
Airs. Sitler. 
A short business session follow­ 
ed. in which plans were discussed 
for the regional m eeting to be held 
in the Baptist 
church 
lu re 
on 
April 29-30. Airs. Johnson urged 
th at all attend. 
Airs. Keller, director of soldiers 
and sailors work, presented a pro­ 
gram of .singing and articles on 
tile work that is being done by the 
organization for the comfort and 
cheer of sick and disabled men in 
hospitals and homes: also for en­ 
tertainm ent of others not ill. A ft­ 
erwards the committee served re­ 
freshments. 


P. T . A . News 


Dr. R. D. Smedley', Conewango 
avenue, is reported convalescing 
satisfactorily following an oper- j 
ation performed at the Bashline 
Hospital in Grove City'. 


Millis Tickner, 14 Meat Third 
avenue, left today for Erie where 
he will enter Ham ot Hospital for a 
leg operation. 


Mrs. Alice Conti, of the Conti 
Beauty Shop, has retur ned to W ar­ 
ren after completing a course in 
beauty’ 
culture 
at 
the 
Fuller 
. School of Beauty Culture in Oil 
City. 


Air. and Airs. Clare A. Berger 
leave this evening for M’ashington. 
D. Ck. where they will attend the 
dedication exercises of the Thomas 
Jefferson Memorial. 


Air. and Mrs. Brace Knabenshue 
left last evening for New York 
City en route to Boston, where 
Air* Knabenshue will be inducted 
in the arm y on Alonday', the 12th. 
He will be assigned to headquar­ 
ters of the F irst Service Com­ 
mand in Boston. 


Aliss Patricia M cGarry left this 
m orning for Memphis. Tenn.. 
to 
spend her vacation with her sister. 
Aliss Ann, who is employed there 
os an advertiser for Lowenstein’s. 


Airs. Grace Lott. Fourth avenue 
returned from Lake M orth, Fla., 
and M’ashington. D. C., where she 
has been for some tim e past. 


Belly Lee Has Your Navy 
EASTER DRESS 
8.99 t0 14.99 


Rich navy with dressy lace and ribbon details make the perfect 
Easter dress! Sm artly styled one-piece dresses and fully trimmed 
tw o-piece suits. Sheer navy, navy crepe and navy twill. Junior 
and misses' sizes. 


They GIVE Their LIVES . . . Y on LEND Your MONEY • . • 
Invent Today in Bonds for Victory—Second War Loan 


“A ttack” is the keynote of the new M'ar Bond drive for $13,000.- 
000.000, for it costs a lot more money to attack than to defend. This 
Treasury D epartm ent poster typifies the aggressive, determined 
spirit of the arm ed forces to go forward against all our enemies 
this year. 


SCANDIA UNIT 
A tureen dinner will be served 
a t the Scandia school building at 
.seven o’clock W ednesday evening 
April 14, for tho 
regular 
PTA 
meeting. 
A program 
has 
been 
planned and all are invited, espec­ 
ially those m others who have boy* 
in the service. 


TRAILER TRANSFUSIONS 
The San Francisco Red Cross 
Blood Procurem ent center uses an 
automobile trailer to carry’ a staff 
of eight doctors and nurses any­ 
where within 50 miles to accept 
contributions of blood for plasma 
banks. 


C H U R C H R E V IV A LS 


PILGRIM HOLINESS 
The revival scries a t the Little 
W hite Church on F ourth avenue, 
will come to a close on 
Sunday 
with three large services: A com- 
. billed Sunday school and church at 
IO a. r n . , afternoon service a t 2:30 
and evening service a t 7 :30. In ad­ 
dition. a service has been planned 
for 7:30 p. rn. Saturday. 


Slow motion movies are taken 
at a rapid speed, while fast action 
movies are taken at a very slow 
speed. 


L A U R A W H E E L E R 
D E S I G N S 


Just I I I " 


Cavalry Twill 
SUITS 
COATS 


1 7 9 5 1 9 9 5 


A go-every-place fabric that 
comes in pretty shades of 
brown, putty, green and blue 
. . . tailored for the young 
lady who knows what she 
wants, 
and 
exactly 
what. 
They’ve been months getting 
here, but they are well worth 
the wait. Sizes 9 to 20. 


They GIVE Their LIVES . . . You 
.END Your MONEY . . . Invest 
Today In Bonds for Victory-— 
Second War Loan 


AT THE HOSPITAL 


Admitted Thursday 
Dora Engstrom , 
HO 
Franklin 
street. 
Discharged Thursday 
Airs. Virginia Swanson and baby. 
R.D 2, Russell. 
Jam es Musanto, 
550 Crescent 
Park. 
Mrs. Dorothy Groves and baby. 
R.D. 3. 
Nick Nosel, R.D. I. 


Only about 
four 
and one-half 
seconds are required for the aver­ 
age baseball double 
play. 


NOTICE 
Dr. Gregory of Youngsville is in 
Dr. Smedley*# office taking care of 
his patients, while the latter is in 
the hospital. 
4-9-21. 


A balloon 
was 
piloted 
from 
Dover to Calais, in 1786, by Jean 
Pierre Blanchard and Dr. 
John 
Jeffries. 


Birds, 
insects, 
mammals, 
and 
plants all produce wax. 


f y j fc u i a fl /ieclci 


t OLO RFl L .STITCHERY 
Give your household linens a 
Spring beauty treatm ent 
by us­ 
ing Hies!' distinctive embroidery 
m otifs. There’s a brilliant variety 
of quaint and charm ing designs, 
all small and in quick-to-do- stich- 
ery P attern 579 contains a tran s­ 
f e r pattern of 24 m otifs ranging 
from 3x9 to I UXI ‘a inches; list 
of m aterials required; stitches. 


V 
Send ELEVEN CENTS in * 
coins 
for 
this 
pattern 
to 
Times - Alirror, 
Needlecraft 
i Dept., 82 Eighth Avenue, New ! 
j York, N. 
Y. 
W rite plainly 
PATTERN 
NUMBER, 
your 
NAME and ADDRESS. 


TIMELY THIRTY.THREE’S 
Suits and Topcoat**—$38 
Proud products of careful crafts­ 
men. They’ll servo you for years, 
Other Value groups $28 to $50 
Spring Hats to go along. $3.95 
The wanted Spring 
.Jackets ............... $2.08 to SIO 
Students* Suits 
. . SI3.95 to $28 
Students’ Sport C oats. .. .$18.98 
linger Tip C oats ................$6.96 


J. A. JOHNSON 


The 
LIV 
LEN 


Inve 
Viet 


★ 


y GIVE Theii 
E S . . . You 
ID Your MONI 


st Today in Bone 
ory— >2nd War 


★ 


EY 


Is for 
Loan 


REY 
HARVEY• CA 


I 


W A R R E N . 
P a . 
T I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9 , 
1 9 4 3 
S E V k N 


★ 
H e ’U B e 
ON TIME! 


W e think often of our boys in the 
Service. 
There are four of them now — Red 
Mullen, 
Eddie 
Ryberg, 
Bill 
Lyon 
and 
Freddie Gebhardt. 
W ith the big war news coming out of 
North Africa, naturally we think especial­ 
ly just now of Fred . . . there in the midst 
of it. 
It doesn't seem so long ago that Freddie 
started where so many bankers do— -at 
the 
m essenger's 
desk. 
Then, 
as 
now, 
W arren banks had a Clearing House A s­ 
sociation. The m essenger boy s first duty 
is to be there— and to be there on time. 
Freddie was never late. 
O f course, he'd been well trained in 
getting places on time. 
He always slid 
into second ahead of the throw, and on 
the football field he could streak under 
a long pass with time to spare. 
Freddie 
was one of Jake Leidig's speed merchants. 
Yes, sir— you could count on Fred to 
be on time! 
W e can't say that when our boys start 
the triumphant march into Berlin Freddie 
will be first to swing into Unter den 
Linden. 
But, when that happy day is set, 
he and the rest of the boys assigned to 
the job will be there— on time! 
W e pray our boys will be in Berlin soon. 
lf the day depended on the boys them­ 
selves, it would be soon, for Uncle Sam ': 
fighting men get things done. 
But the date they knock on A d o lf's 
front door depends on us, too. The speed 
at which we turn out fighting tools and 
the am ount of money we are willing to 
lend, thru W a r Bonds, are big factors in 
hastening return of the Am erican W a y 
of Life. 
W e 'v e got a tough war to win. 
Let s 
help our boys into Berlin by buying bonds 
regularly and by buying an extra number 
during our Second W a r Loan Drive, which 
starts April 12th. 


This Message Donated By 
Warren Bank & Trust Company 


You Get 
m 
t k 
with a Loan from 


r 
You tot the c.sh you need, plus theie 
advantage* at ‘Personal : 
LOANS, $10 to $250 or more, are made 
promptly and without eo-»igner*. 
SPECIAL service for employed women, 
single or married. 
■ETWEEX-PAY-DAY LOANS. $30 for 2 
wk*, costs less than SS f. 
1-VISIT LOANS. Apply by phone. Pick 
up the cash by appointment. 
lf you need cash for any worthy pur­ 
pose, come in, write e>r phone us today. 
Tinbonai 
I 
FINANCE CO. 
216 liberty St., Next to M ont­ 
gomery Wards. R. L. Kimberle nd, 
Mgr. Warren, Pa. Phone 285. 
J 
'n._____________________ 


I 
N ew R u lin g 
On Depository 
Requirement 


Heretofore, all retailers whose 
gross volume of food sales for the 
Month of December, 1942, was $5.- 
000 or more were required to have 
Ration Bank accounts, and all re­ 
tailers whose total food sales were 
less than that amount had the op­ 
tion of opening- Ration Bank ac­ 
counts. This resulted in confusion 
as to who should or who should 
not have a Ration Bank account. 
In an endeavor to define clearly 
those dealers in rationed com­ 
modities who must have Ration 
Bank accounts in coffee, sugar, 
processed foods, meat and fats, a 
definite cut-off line of $2,500 has 
been decided upon. 
After today, all retailers whose 
total food sales for the month of 
December, 1942, or any month 
thereafter, amounted to $2,500 or 
more, all retailers who operate 
more than one store, and all re­ 
tailers who do a mail order busi­ 
ness, are required to open Ration 
Bank accounts for the rationed 
food commodities in which they 
deal. 
Other retailers are not per­ 
mitted by OPA regulations to have 
Ration Bank accounts. 
The 
OPA regulations require 
present Ration Banking depositors 
who are no longer permitted to 
have Ration Bank accounts to 
notify their banks to that effect. 
When such notification is received 
and the account is not closed by 
July 3, 3943, the bank is to close 
the" account in the manner outlin­ 
ed in the Ration Banking Manual, 
page IO under the caption “Clos­ 
ing of Accounts.” 


M A K E TH IS M O D E L 
A T H O M E 


To Hasten Victory 
No American wants this war 
to go one minute beyond the 
time we can bring: it to a ric- 
tnrions end. 
To hasten that 
victory—to save possibly the 
lives of millions of oar boys 
on oar far flung fronts—it is 
imperative that every Ameri­ 
can do his part in the Second 
War Loan. 
There is an in­ 
vestment to fit every purse. 
The most yon ran do is littlo 
enough compared with the sac­ 
rifice offered by our boys in 
service. They five their lives 
—you lend your money. 


>•/? 
v 


HOUSEHOLD GOODS for sale 
on the classified page today. 


The DIAMOND Buyer 


should by all means consult a reliable jeweler when 
making a selection. 
Comparison of size is not enough. Color and brilliancy 
are the necessary factors in the quality of a stone. 


A. C. Kirberger & Son diamonds are carefully selected 
by EXPERT GEMOLOGISTS, who will be glad to 
help you understand the difference in the quality and 
value of a diamond. 


Kirberger’s 73 years* reputation is your best 
guarantee. 


in BONDS 
for 
VICTORY 


A. C. Kirberger & Son 


Est. 1870 


HOLD EVERYTHING 


“If you ask me, this is carrying 
the 'share the ride' stuff too 
i v ' ” 
~ 


From Bonds to Bombs 


O L i poo V k M E V ijS d m Q iA m m G r ic r 


0 0 0 ,0 0 0 
P R O B A B L E /.O S S ' 
/.V A E H N B S S //, OOO, OOO . 


More and more huge U. S. bombers will blast Germany and Axis 
industrial areas this summer. 
They must! 
But: it costs a lot of 
money to keep stepping up the tempo of destruction. 
For example 
a single raid of 1000 bombers over the Rhineland calls for J*.,".a,OOO 
worth of gasoline alone. 
Then add SI.OOO,OOO for the bombs them­ 
selves, ami eleven times that amount tor probable losses oi planes 
through enemy action. 
There are a few reasons why many Second 
* W ar Loan bonds must be bought now. 


Uncle Slam As!(s W o m e n 
To Bu d g e t F•or B o n d s 


SHIRTFItOCK IS SLIM 


By Anne Adams 
Youth comes in larger sires, too, 
as this new shirtfrock so smartly 
proves. Anne Adams has given 
Pattern 4388 unusually slenderiz­ 
ing lines in a convenient front 
buttoning and in panels cut-in- 
one with pointed front yokes. Con­ 
trast collar and sleeve tabs are 
optional. 
Pattern 4388 is available only in 
women’s sizes 34, 36, 38. 40, 42, 44, 
46 and 48. Size 36 takes 35* yards 
35-inch fabric, 


I 
Send SIXTEEN CENTS in 
coins for this Anne Adams 
pattern. 
White plainly SIZE. 
NAME, 
ADDRESS, 
STYLE 
NUMBER. 
TEN CENTS more brings 
you our Spring Pattern Book 
with its casy-to-make styles 
for everyone. 
Send your order to Times- 
Mirror, Pattern Department, 
243 West 17th St., New York. 
Delivery of patterns may take 
a few days longer than usual 
because of the slowness of the 
mails. 


By KUTH MILL LUI’ 
We women have been called lo 
our country’s service. 
Uncle Sam says he desperately 
needs our help. 
He wants each one of im. no 
m atter how much or how little 
money passes through our hands, 
to work out a Victory budget and 
live by it. 
The" most important item on a 
Victory Budget is War Bonds. Ev­ 
ery other column must be made to 
contribute 
to 
it. 
Every 
dollar 
must be .squeezed until it leaves a 
good percentage for War Bonds. 
That means sacrifice. 
It means 
giving up here and cutting out 
there. 
It means hard work, simple 
and economic living. 
It means 
managing 
in 
the 
olfl-fashioned 
sense of the word. 
Tho day is past when we could 
take our extra money and put it 
into War Stamps and Bonds aud 
feel the glow of pride that comes 
rom doing our duty. 
We arc asked now to put Sally’s 
music lessons -or the new dining 
room furniture we would so levi 
to 
have 
or the 
difference 
be­ 
tween luxury menus and simple 
but nourishing food 
into War 
Bonds. 
We arc asked to get along -on a 
rock bottom economy so that we 
can lend Uncle Sam every cent 
that, we can possibly turn over to 
him. 
He needs our money to equip the 
men who arc risking their liv e s on 
the 
war’s 
lighting 
fronts. 
Ilf 
needs 
it not just occasionally, 
when we have a L It lo extra that 
we don’t know what to do with, 
but every week. 
He will pay it back, and with 
good interest later on. 
And when 
we get an urge to spend for little 
luxuries, we can think about the 


time when Uncle Sam will pay us 
back and we can do as we like 
with our increased savings. 
But we shouldn’t have to think 
very often of that, and we won’t 
if we remember one thing that 
living by a Victory budget is one 
way we can be sure that we arc 
Ii( Iping to light the. war. 


His Voice Unslillec! 


Tile deathless'spirit of an Amei- 
ican hero who gave his life a. 
year ago at Bataan appeals for 
war 
bond 
purchases 
on 
this 
poster to be released by the 
Treasury Department on April 9, 
Bataan Day. 


s n h ' V 
S r i* * * 1 


J P R I S S E S £ 


FLATTERING 
SPRING-EASTER STYLES 


Here is the loveliest collection of 


N e w Easter dresses you ever saw .. 


full of sunshine a n d brilliant colors! 


W ith ruffles a n d frills a n d all the 


things you like best. Don t forget, 


you'll find value s here h a rd to beat. 


All sizes from 9 to 15, 12 to 20, 38 


to 52 and 18 H to 24 1 J. 
EASY TERMS IF DESIRED / 


K A 
V B 
EDER A l 


S 
T 
O 
R 
E 


287 Penna. Ave., IV., Warren, Pa. 
In s e c t Today Iii Bo n d# for V ic to ry ' 
Second War Loan 


J&fcAtttt... 'xvcxxx.l.j----——---- 1— 


.H i 
& 
V % 
t i 


J & J 
.BABY POWDER 


r n 21* 


L t 
/ 
I O < r I 
MENN 
a a o y t e 
i S F T v V P^ Y 4 


A/ow... mote than ettet.. J 
SOOD HEALTH kEHen&r/. 


M I L L E R S 
ITI Cut-Rate Drugs 


208 LIBERTY ST. 
PHONE 2235 


Vffftoff.v /o r ro il* IV ipp.v/ 


m en n en 'sI 
43* 


HAARLEM OIL CAPSULES 


Box 60s——Reg. 68c 49c 


IRONIZED YEAST TABS. 


Reg. $1.00 size—Bottle IOO', 53c 


PEBECO 
TOOTH POWDER 
GIANT 
SIZE 23* 


mom 
P O R A L L th e F A M I L Y 


C ite jo t l/o tu J e e tk f 
DENTAL NEEDS 


VIMMS I SAMMIL'S 


\ it a lia n s A 
1 
, h o r O H 
M i n e r a l s 
]' 
U n p i l e * 
’ B o x 
P ack ‘M ’s 
IOO’? 
1.29 


I Vi grain 


A-B-D-G 
( a p sid e s 
B o x o f IOO 


T E E L 
J 
DENTIFRICE ll 


5IZF 
V 'P M 
I SQUIBBS 


R e frig e rato r 
FOOD 
JARS 
2-piece 
Clear 
Glass . . 


\W m m hef!) 


Dr. Scholl's 
^ . 
2IN0-PADS jn 
FOR CORMS, tm I , 
OU NI OMS, 
IwancassEsm 


BEEF. IRON & WINE 
TONIC 


Builds Blood. 
Y O C 
Reg. $1 size^ l6-oz^ iF jF ^ 


Saccharin 
Tablets 
I, -grain 
| -» 
IOO’* 
I # V 
11 -grain 
J Q 
I OOO’* 
I T V 
Vt •Miller’s 


49c 


'TH IAM IN 
'CHLORIDE I m rn R E Z S ia m p h t 
J Mamin Bi) I S0UU of ^ 
^ 
- 7 Pho$pha*e 
Imq S u p 
A 


'i°°i39* 


U N IC A P S i 7 9 5 
UPJOHN S-ID0* T 


mfbViosierol 
joo^$|!9 


3S i 
Freezone 
21c 


B IU C -J A Y 
■ c o r n I 
b 
r, 
; 
C O R N 
rCorns p la st er s 
23c 


' 'I'tyhPc*c.ic, 
f B Complex 
[C A P S U L E S 
IOO’* 
2.49 


SERUTAN 


BULK LA X A T IV E 
$ 1125 size • • • • • • 7 9 c 


TOILET TISSUE 


I °°0 .hoot, 
2 for I 4 c 
Keg. lOc roll . 41a 
I 
if 


U H M * f Q 
/ | 
Box 54 * 


NOTEX 
r ^ j t e / X P f f 
s \ p k i n > 
I 
w 
hanocRT^ 
J, 
89c 1 | W 
-dye 49c 


DRIPLESS SERVER 
P I T C H E R 
C 


FOR SERVING 
SYRUP. HONEY 
AND SUGAR 


REG. 35c 


JEEP 
Coffee 
Substitute 


Keg- 2!Jc lh 
IP . 0 
f l 9 l . 


S 
M 
26c EX-LAX 19c 


S w a g 
rn* c 
I-o/.. 
size 


HP.PPtAO 
13 c 


rUTcnt 
C A ST O R' 
. Econamy 
Six* 
5 9 


Measuring 
Cup 
H-ti/.. *i/e 
Graduated 
8 Pouring Up* 


Keg. |- 
lOe DC 


DRENE 
Shampoo 


£ 49c 


- WF ic' - 
75c 
Arr id 


85e 
SAN 
CU RA, 
. 
SALVE. Dood- 
29c|59c 


SMOKERS’ NEEDS 
..7c 
10c V K L V L T 
PIPE TOBACCO . .. 


(IG All ETTEN—Pop­ 
ular B r a n d s , c a r t o n 


10c HALF Ai 
a 
HALF TOK... 
Ma f« 


IUke a Ii. 
fieuar til fit e 
v ti *» you, 
ilnqtffftlii* 


SAJ 
TUBf ■ 


/fe%e& limit 
Atomizer 
. I.: J ’ .st 
:E'.89c 


Listerine 
Antiseptic 


For Throat 
59c 


Phillip*' 
Milk 
Magnesia 
£. 25c 


Similac 
Baby 


Food 
Reg. 
$1.00 
At Miller'* 


Isopropyl 


Rubbing 
Alcohol 


49c*. 1 9 C 


Full Pint 
lf* fyfjL 
-M 
LAWN GRASS SEEO 


km 
is f f ii 


Govcrniucnt-Tested, H ig h G erm inating tjuality 
— M aitre I our I alw ii Beautiful. 
Bu> your 
Suppl.N N ow ! 


Pound 
S l/r 


BERKSHIRE 
QUALITY 
23c 


‘•-It* .’th e 
.VII* 95c 


SHADY GLEN 
QUALITY 
39c 
Pound 
S iz e 
. . . 


‘M b 7 5 r 
5 th 1.59 


('aroid & Hilt* Salt QQr 
Tablets, MMI’s 
O T w 


A. P. ( ’. MIU; Mai; ne- 
sia Tablets, 2W s, 
O 


LUXOR 
KATH CRYSTALS 


.*>-1b Bag 59c 


BATH SOAP 


$ 1 . 0 0 
4 ( akes 


They GIVE Their LIVES— You LEND Your MONEY— Invest Today in Bonds tor 
Victory— Second War Loan 


Buy W ar Bonds Now -:- 


HE’S A WISE MAN 
W H O READS 
THE ADS 


ijTT-rr-.cnasrT ■■ ■ — 


t 


E I G H T 
T I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9, 
1 9 4 3 
W A R R E N , 
P A . 


A NEVER-TO-BE-FORGOTTEN EVENING! 
Ifs for you, Warren * 
Ifs for YOU! 


Monday, Apr. 12-8 o’clock 


FIRST PRESBYTERIAN CHURCH 
SEE HIM - HEAR HIM ■ IN PERSON! 


Guadalcanal Veteran at 19 Years of Age 
PFC HAROLD W. LANDIS, USMO 


TER HS OWN THRILLING STOOT IN HS OWN HOROS 


A l s o H e a r 
BENJAMIN LUDLOW 
Pennsylvania State A dm inistrator W ar Saving Staff, U nited S tates T reasu ry 


Music By 
Warren High School Band 


COME EARLY! ONLY 1800 SEATS! 
NO TICKETS NEEDEDMT’S FREE! 


THIS SPACE DONATED BY THE TIMES-MIRROR 


UNITED S T A TES TREASURY WAR FINANCE COMMITTEE — WAR SAVINGS S T A FF — VICTORY FUND COMMITTEE 


V T A '* R E N , 
R A j 
T l K t l S - K H R R O t . 
F R I D A Y , 
A R R I E f , 
T 9 * J 
N.-l N t 


Your Rug Will Wear Longer 


lf You Have a Rug Cushion Under It 


Get those extra yearn of wear from your rug—by making 
sure you have a rug cushion under it. Whether old or new, your 
rug will wear much longer. 
A scientific test conducted by 
Delineator Home Institute proved that a quality rug cushion 
makes rugs last "over three times as long.” 
This is in addition 
to making it easier to keep clean, softer to walk on and less 
likely to pucker in the case of an older rug. 


It’s an excellent investment, all the more because it does 
not wear out while making your rug wear longer. Buy a cushion 
for your rag now! 
Every size on hand, no matter how large or 
small or odd. 9x12 from 3.95. Pads for stair carpets from 20c ca. 


Orders accepted by phone—Call 157. 


Alexander Rashid Co. 


ALEXANDER RASHID’S 
SPECIAL EASTER SALE 


a ug e r Will 
■row Potatoes 
In Large Scale 


R eports current during the p ast 
e\v days th a t C. A. Lauger. 
of 
ear Youngsville would not plant 
■ny potatoes a t 
his 
farm 
this 


Chairman of Local Com­ 
mittee Says Residents 
Will Be Put to Test 


Dressy and Sport Styles 
in Plain, Tweeds, and Plaid 
materials . . . 100% Wool. 


All Sizes 


(From Page One) 
of living—and we have to revise j 
downward our ideas about w hat 
are essentials. 
In other wordy 
you, and you and I m ust go on all* 
out w ar basis. 
"There are at tile present time 
m any billions in liquid funds—cash 
and commercial bank deposits 
pring have roused much comment. , the hands of the American people 
gauger is one of the leading pota 
o grow ers of the couny and his 
arm during tile past few’ years has 
produced large quantities of the 
ubers. However this year 
Mr. 
Gauger plans to bring back the 
ereage on his farm hiterto plant- 
d in potatoes and will seed 
ii 
vith rye grass and clover. Til csp 
‘ill be used as seed crops. 
However Mr. L auger does intend 
o raise potatoes and in fact will 
also more potatoes than he has 
ver raised in any previous year. 
Po th a t end he has already leased 
0 acres of fine land in the Pren- 
iergast F lats district and is nego- 
iating for about IOO 
additional 
ores. This land will all be plant- 
d to potatoes and rows one-half 
dies long will be seeded. 
Mr. L auger owns perhaps 
the 
argest and finest am ount of po­ 
lo raising 
m achinery 
of 
any 
arm er in the county. He has two 
ractors, planters, weeder and a 
omplete five row spraying 
out- 
it. His plowing is done w ith tra c ­ 
ers and next Monday he expects 
a begin plowing tile land he has 
ust leased and his planting will be 
’one within 
a short 
time. 
His 
pray outfit can be towed from 
ield to field and the work done 
dvantageouslv. 
It is interesting to note th a t last 
ear on his farm Mr. Lauger used 
ver 51300 w orth of gasoline which 
Ives evidence to the large am ount 
f work done by his gasoline driv- 
ii equipm ent. 
In conversation with Mr. Laug- 
v yesterday he stated th at there 


over and above taxes, debt repay 
ment. insurance, and their present 
investm ent in Governm ent bonds 
. . . Over and above w iiat they can 
buy this year because of the re­ 
strictions or unavailability of con­ 
sum er goods. This m ay am ount to 
as much as $40 billion this year. 
I 
"It should be the objective of 
every American 'to invest these 


i ‘loose* billions in Governm ent sc- 
; curities. 
Now, during this Sec­ 
ond W ar Loan, is the tim e to in­ 
vest liquid funds from both cur­ 
rent income and from p ast accu­ 
m ulations 
in 
your 
Government. 
This 
Second W ar 
Loan 
m akes 
available to you a type of security 
for every pocketbook. 
"This is not 
only 
a 
patriotic 
: duty, but a duty to yourself as 
well. Every dollar which you have 
! available now and do not invest in 
Government securities is a ‘wild’ 
dollar which may, together with its 
billions of brothers, turn into a 
Frankenstein which will raise your 
cost of living to the point where 
your dollar will be w orth no more 
than the paper it is w ritten on. 
Iii short, this loose money is likely 
to be the cause of a wild inflation 
th a t will s^-eep away your savings 


is a great .shortage of potatoes at 
present and th at about all of the 
potatoes he now has on hand are 
under contract and that he tu rn ­ 
ed down nile order for 30.000 bush­ 
el offered him 
during 
tile 
past 
week. 


MILLINERY 


• l o w 
PAIGE HATS 


Straws and Felts. 
All colors and styles. 
$173.»27J 
**73 


DRESSES 


Gala Polka Printed Dresses 
with smart styles. 
Plain 
Dresses with frilly neck­ 
lines. All the wanted shades 
for early Spring. 


All Sizes 


GLOVES 


in fabric, genuine 
pigskin,silk, leath­ 
er. All desirable 
shades to match 
your Easter Outfit 


GIVE Their L iies— You LEND Your Money—Buy Bonds! 


FOXY GENERAL GIRAUD 
NE VE R QUIT FIGHTING 


I 


and send the price of a loaf o f 1 
bread beyond w hat you now make 
in a year. 
It can’t happen? 
It 
did happen in Germany.’ 
And th at 
could happen here. 
“On the other hand, tile dollar 
loaned to your Government will 
work for you in three w ays: (I) it 
will help hold down inflation be- r 
cause it will be harnessed to w’ar 
work (2) it will help buy tile food. 


County Is Asked to Produce 
Scrap For Three Destroyers 


Three sleek hounds of the sea - 
three sleejiless guardians 
of 
the 
lifelines of tile United N ations— 
three gray avengers of hundreds of 
Hie transportation, the m unitions Am erican m erchantm en th a t havo 


y NEA Service 
W ashington 
Hand-over-hand 
own the walls of a grim German 
•ison fortress, a tall, fierce-faced 
Id Frenchm an 
lowered 
himself 
st year to keep a date with des- 
ny in Casablanca. 
The fugitive was General Henri 
onore Giraud and 
he 
arrived 
arly for 
his 
rendezvous. 
When 
resident 
Roosevelt, 
W inston 
lure hill and other U nited 
N a­ 
omi leaders 
appeared 
on 
the 
•enc. an unholy political tem pest 
-as breaking around his head. 
General 
Giraud, whose bitter 
atrcd of Germany and all it re- 
rcsents is so intense not even his 
Utica I enemies dared 
question 
w as accused of 
collaborating 
til tile Vichy gang 
which 
he­ 
aved France. 
Friends of the doughty old war- 
or insisted th at it was his stead- 
st refusel to 
compromise 
his 
ilitary judgm ent with political 
pediency w'hlcli started the eon- 
ovcrsv. It is typical of Giraud, 
s friends say. 
to 
proceed 
un­ 
erringly along the path he de- 
dcs is right without heeding po- 
ical repercussions. 
And now it appears that 
they 
ere right, because 
world-wide 
ench unity seems likely as a re- 
lt of Giraud’s recent offer to 
gotiatc an agreem ent with Gen. 
arles de Gaulle. 
Although General Giraud 
W’as 
own as a political reactionary' 
Prance before the outbreak of 
r, his friends point out th at his 
ice was raised as loud as th at 
any liberal in protest against 
e Munich pact. Giraud, like tile 
orals, insisted th at France never 
uld benefit from any compromise 
til Hitler. 
Previously, Giraud had aroused 
tagonism 
of 
reactionaries 
in 
litary circles by denouncing the 
dequacy of P'rance’s equipment 
d the lack of training her sold- 
m received in modern w arfare. 
W’as a champion of attack s by 
jk-airplane team s 
the weapons 
tier used to heat France to her 
ees. 
Ile knew our weaknesses 
and 
d w arned of them in tim e with- 
t fear of political consequences," 
ligh-ranking French officer now’ 
duty with the W’a r D epartm ent 
says. ‘‘But when 
the 
w ar 
ke out he forgot all previous 
ticism and set to W’ork a t once 
m ake the most of the limited 
M ing 
equipment 
which 
was 
liable ” 
Vhen 
General 
Corap’s 
Ninth 
my reeled back before the Ger- 
n Panzers a t 
Sedan, 
General 
ygand ordered General Giraud 
move in and attem pt to stem 
retreat. 
‘It will ruin 
my 
reputation," I 
aud responded, "but by God 
try it." 
I 


th at our boys out there in the 
front lines need to win the good 
light, and t3) it will be earning 
interest that, together with your 
original loan, will come back to 
you later to 
help 
you 
buy 
the 
things you can’t buy today 
to in­ 
sure your piece of the future. 


TIMES TOPICS 


RESUSCITATORS ON DISPLAY 
I 
The two new resuscitators given 
to the city by the W arren Lodge 
; of Moose were put on display this 
; afternoon in the window of the 
Pennsylvania Electric Company. A 
rubber doll has been secured and 
by its use the machines can be 
seen in operation. 
They will be 
turned on for a couple of hours 
each evening while on display and 
any who desire to see them in 
action m ay have the opportunity. 


gone to the bottom, stung to death 
by the rattlesnakes of the sea— 
THREE AMERICAN DESTROY­ 
ERS! 
Can W arren 
County 
produce 
them ? ‘‘Yes,’’ says W. T, Corbett. 
Chairm an of the County Salvege 
Committee. ‘‘Yes,’’ echoes H. L. 
Blair, County Superintendent of 
Schools. "Yes,” say hundreds 
of 
principals, teachers, and students 
who have enlisted in the drive to 
gather three million 
pounds 
of 
scrap, enough to build three des­ 
troyers, which is tile quota for the 
county. Said Mr. B lair in a letter 
to all teachers and pupils: "Much 
of the scrap m etal will be found 
on oil leases, farm s, and around 
tile home. It is reliably estim ated 
th at there are 85,000 tons of scrap 
m etal on the farm s of Pennsylva­ 
nia. W’e have our share in W ar­ 
ren County.” 
The W arren County Council of 
Defense and the Salvage Commit­ 
tee will offer prizes to cadi school 


Hug# Pectin# in 
Storage is Disclosed 


(From Page Onei 
lief is in sight for gasoline sup- I 
plies in zone six until: (a) The 
G reat Lakes open in about 30-days 
for regular w ater transportation 
to 
R ochester 
and 
Buffalo, 
(bl 
H eating oil demand falls off thus 
allowing use of barges now bel.VT 
used In heating oil transportation 
to sw itch over gasoline transpor­ 
tation. 
PAW officials then pointed o u t:, 
"For tho past 30-days, gasoline has ] 
been moved east 
from 
w e ste rn 1 
Pennsylvania and other points of 
zone six to help out the distressed 
areas and this movement has been 
made in tank cars with compul­ 
sory freight charge arrangem ents 
provided for by the Defense Sup- j 
plies corporation. 
This movement 
is 
gradually 
being 
discontinued 
due to tho fact th at zone six is 
getting low' on gasoline supply. It 
will probably stop entirely before 
very long due to the fact that all 
possible gasoline in zone six is 
needed for consumption to meet 


bqrgh office of tile petroleum ad­ 
m inistration for war. 
"Tile decision to 
exclude 
from 
the gasoline shortage area the cit­ 
ies of Sharon, Sharpsville, Farrell, 
and W heatland is intended if) be 
consistent with our recom m enda­ 
tion for the exclusion of Bluefield, 
Virginia and Bristol, Virginia. Al­ 
though in the cases of 
Bluefield 
and Bristol a state line actually 
divides the identically named cit­ 
ies on each side of tile state line. 
in th e case of Sharon, the state 
line was Identical to the western 
corporate limit of the 
city 
and 
divided it from its contiguous area 
in Ohio. It would not be consist­ 
ent to give consideration to re­ 
quests from other areas where the 
situation is not sim ilar or identical 
to these oases. 
"We have not lost sight of the 
fact th at to increase the demand 
for gasoline in w estern Pennsyl­ 
vania would use up stock and pro­ 
duction which 
can 
be 
utilized 
along the eastern seaboard where 
gasoline is still critically 
short. 
Shipments of gasoline 
a re 
now’ 
compensable by the Defense Sup­ 
ply corporation and are moving in 
increasing quantities to areas in 
New England and along the coast. 


Boosters Lay 
Plans For Tag 
Day on May 8 


Meeting 
la bt 
evening 
in the 
Beaty school auditorium, members 
of the 
School 
Music 
Boosters’ 
Club heard briefly of plans for the 
annual Tag Day on May 8 and of 
various other events of the future. 
President H arry Thorn appoint­ 
ed H enry Bilch, C. C. Winans and 
Don E. Pol km an as a nominating 
com m ittee to report a t the April 
meeting, when 
officers 
will be 
chosen to take up duties In the 
fall. 
Announcement was made 
that 


I men a n d | 
WOMEN IN 
SERVICE! 


^ 
- “‘-S ir 
- 


Mrs. Connie 
Casey, 
8 
South 
C arver street, has had W’ord 
of 
the safe arrival in North Africa 
nf her husband, Bvt. Charles J. 
Casey. 


collecting and selling m etal scrap J present rationing demands. 
averaging 200 pounds per 
pupil, ' 
the 
"Zone six cannot expect to re­ 
ceive any preferential treatm ent of 
HAS RECEIVED CONTRACT 
The DeLuxe M etal Company of I and to the school collecting 
this city has received a contract 
for the m anufacture of parts for 
_ 
_ _ 
the American Aviation Company, j All types of m etal scrap are need-j trict one area as set up by the 
of Jam estown. The contract was 
signed yesterday, according to H. 
J. Onions, of the DeLuxc Company aud brass be kept separate from in th at area has to bo considered 
W hen queried as to w hether or not 
additional w orkers will be requir­ 
ed a t the local 
order Mr. Onions 
knows. I don’t know 
m yself.” 


largest num ber of pounds of m et- gasoline rationing since it lies di­ 
al scrap per pupil in the county, rectly within the east coast dis- 
All types of m etal scrap are need- trict one area as set up by the 
ed including iron and steel, copper petroleum adm inistration for w ar 
and brass. It is urged th at copper and therefore all production w ith- 


the iron and steel. 
Upon completion of the drive In 
a p art of the total supply for the 
east coast. This m atter should be ..... 
_ ......... ....... 
plant to handle tho “ ach school, its principal is a s k e d j viewed from a national standpoint | faxing'the m o re * " s e v e re curtail- 
ns said 
“No 
one to w rite or telephone the W arren aud not strictly from 
the 
local ment as now in effect in all of the 
point of view-.’’ 
shortage areas. However, gasoline 
Explaining further, PAW repre- 
* 
* 
‘ * 


By utilizing production for w e a l-.., 
, 
„ 
em Pennsylvania, due to the short! , 'I' . 
.° 
f c o a c tio n of inn- 
distances it m ust be transported.* 
instrum ent* 
for 
American 
the turn-about tim e of tank cars 
can be greatly shortened and the 
utilization of other transportation 
facilities increased by m aking it 
unnecessary to move th a t quantity 
of production from more 
distant 
sources in the m idwest and south­ 
west. 
“If we find th at this movement, 
utilized to the fullest 
extent 
of 
available transportation faculties, 
still leaves a surplus of petroleum 
products in w estern Pennsylvania, 
we then will give fu rther consider­ 
ation to a recommendation for re- 


Word has been received 
here 
from Toledo, O., th a t Pvt. Albert 
Louis Lucia, of W arren, has a r­ 
rived a t the U niversity of Toledo 
for a course of instruction prepar­ 
atory to his appointm ent 
as an 
members of the ways and means j aviation cadet, 
committee will m eet w’ith Chair- 
sn 
SNI 
man Ralph Sires 
a t 
the YMCA 
next Thursday evening for an im­ 
portant session. 
H arry A. Summers, director of 
instrum ental music in the schools, 
spoke of tile “Tilauk You” concert 
to be given by his students during 
National Music 
Week 
in 
early 


at 
present J County Council of 
Defense, 
311 
M arket street, phone 3048. A State 


A flake or ball of snow 
the nucleus of a hailstone. 


i H ighway truck will pick up the ! se d a tiv e s said th at the reason for 
serai), It will be weighed on licen -1 putting Zone Six entirely in Dis­ 
a rm s .sad scales and a w eight slip w ill, trict One (the 17 coast states and 
be mailed back to tile principal to- D istrict of Columbia) in tile first 


stocks in 
western 
Pennsylvania 
arc declining at such a rapid rate 


j war prisoners soon to be made by 
the W arren Commandos. 
Program Chairman Airs. N. K. 
Wcndolbnr 
(hen 
presented 
Mr. 
Summers and a group of his pu­ 
pils for sin entertaining program 
of musical numbers. For a flute 
solo Betty 
Lnuffenberger 
chose 
Rubinstein’s “Melody In F ” ; John 
Lewis played two trombone num ­ 
bers, “Carry Me Ba vie to Old Vir- 
ginny” and “Nobody Knows 
the 
Trouble I’ve Been”. 
M artha W inans’ cello solo was 
an old Irish folk song. 
“London­ 
derry Air” and John Knanp play­ 
ed a Tschaikowskl composition and 
a clarine! polka for his num bers on 
i hat instrum ent. Concluding, John 
Robertson played “Funiculi. Fun!- 


* 
A special dispatch 
from 
Will 
Rogers Field in Oklahoma reports 
that 2nd Lt. Gordon W. Gerould, 
son of Mr. and Mrs. R. L. Gerould, 
112 Redwood street, reported to 
that arm y air force bombardment 
base on March 30 for duty as a 
pilot. He r< reived his commission 
at Blytheville, Ark., on March 25 
after completing an advanced fly­ 
ing course, Lt. Gerould was grad­ 
uated from W arren High School in 
1938 and attended Hoff Business 
FCollege the next year. 
Before 
entering the arm y lie was employ­ 
ed os inventory clerk 
for 
the 
Pennsylvania Gas Company. An­ 
other member of tills fam ily 
in 
service Is Pvt. Lawrence D. Ger- 
ould, who is with the Signal Corps. 
^ 
*r 
Mrs, Paul E. Johnson, 256 Penn­ 
sylvania avenue, west, has had 
Word that lier husband. Pfc. John­ 
son, has been transferred from 
H am m er Field, Calif., to McChord 
Field, Tacoma, Wash. 


gether w ith a check for the 
am ount of scrap. 
full 
place was principally because of 
the fact that Zone Six could not 
NOTICE IS HEREBY GIVEN 
While the School drive is g a th e r-« five on its own supply and needs 
to all persons interested in or hav- big momentum, Chairm an Corbett ‘ supplem entary supplies to be aliip­ 


oe!!. Henri Honore Giraud . . 
He kept a date with destiny. 


by IOO tanks, 
I 
ain 
destroying 
them .” 
W ith 
bristling m ustaches ami 
eyebrows, Giraud, 6 feet 3 inches 
tall, was never an arm chair s tra t­ 
egist. 
His wiry body is m arked 
with six battle wounds. 
“General Giraud was not a lob­ 
byist iii the homes of cabinet min- 
ist r.s 
he was a fighter,” Andre 
Maurois, liberal French w riter, re­ 
ported after France fell. 
The Germans imprisoned General 
Giraud in Konlgstein Fortress in 
Saxony. And there the ballant old 
w arrio rs spirit seemed to break. 
His guards thought he hail lost his 
mind - lie was always playing with 
little pipers of string m d he made 
no effort to escape. 
But General Giraud had been a 
prisoner of Germans before. 
In 
1914 he had been left for dead 


lug claims against the E state of 
Charles E. Metzger, Deceased, th at 
the W arren Bank and T rust Com­ 
pany. T nistee for the Stockholders 
of M etzger-W right Company, has 
petitioned tile Court of Common 
Pleas of W arren County, Pennsyl­ 
vania. for authority to pay the 
sum of 5507.13 now in its hands 
as the property of the late Charles 
E. Metzger, less the costs and 
expenses of this proceeding to the 
United States Collector of Internal 
Revenue to apply upon a tax liabil- 


again urged County housewives to 
increase their collection of kitchen 
fats, and to prepare for the big 
Tin Can Collection on W ednesday, 
April 21. 


Filibuster Threat 
May D#lay Action on 
Roapportlonmont 


(From Page One) 


ped into the areas which require 
more. “It m ust be rem em bered,” 
PAW officials said, ‘‘that because 
some people live In or around a 
producing or refining 
area 
that 
they have no reason to expect to 
enjoy all gasoline they- need ainee 
these refiners aud producers have 
to serve a large territory where 
there ia no production or refining 
capacity. 
“Bayonne, New’ Jersey, has one 
of the largest oil refineries in the 
world, yet tile people in Bayonne 


as a result of movements into nth- nl,H” an<1 "Still As the N ight” on 
or eastern areas that, any relax- a ,’oni<'t which had been r prized 
ation of present restrictions could possesion of his grandfather, the 
not be justified a this im e.” 
la *® Dr- " • M‘ Robertson 
_... 
____ ___ 
To close the program , Mrs. C. 
i C. Hillings 
and 
her 
committee 
served refreshm ents in the school 
cafeteria. 


men* 
fine the: 


ity of the late Charles E. M etzger Jo n ty Of Democratic registration.” i have no reason to expect that they 
to th e U n ite d S ta te n o f A m erien 
Tile measure aa favors hi v 
re - s h o u ld ro o e lv e s it t h e ira Moline t h « v 


e moved to the front and soon after a French bayonet charge near 
t back this m essage: 
My headquarters is surrounded 
Charleroi. 
He escaped before 
(Turn to Page Fourteen) 
his 


to the United States of America, 
there being no executor or adm in­ 
istrator of the said Charles E. 
Metzger, Deceased, and the said 
Court has granted a rule on all 
parties in interest in said E state 
of Charles E. Metzger, Deceased, 
to show cause why said payment 
sh a ll not bo ordered, returnable to 
tile 10th day of May, 1943, at IO 
o’clock A. M., at which tim e in 
the Court of Common Pleas of 
W arren County, then to be held, 
all persons in interest m ay appear 
and be heard. 
STONE & FLICK, 
A ttom eya for Petitioner. 


measure as favorably re­ 
ported by committee generally rc- 
should roceive all the gasoline they 
need when 
there 
is 
rationing 
stores 
congressional 
districts 
to throughout the eastern states 
their status prior to enactm ent of 
“rrid« 
MAH’ ennnl 
a compromise plan last year to 
comply with the 1940 census re­ 
ducing the state delegation from 
34 to 33 members. 
The 
Philadelphia 
district 
I? 


This country is now supplying 
vast quantities of 
petroleum 
to 
m eet the w ar demands. The U nit­ 
ed .states is supplying not only its 
own fighting forces with oil. but 
also those of its Allies in other 
eliminated 
to end 
the need 
of parts of th© world.” 
electing one member on a sta te ­ 
wide basis as provided by the pres­ 
ent law. 
Other changes in addi­ 
tion 
to 
Allegheny 
would 
place 
M ercer county in the 28th district 
with Erie and Crawford and Jef­ 
ferson in the 19th with W arren, 
Apr 9-lt i Venango F o m t, Elk and Clarion 


Following is the text of a letter 
from A aaistant Deputy Petroleum 
A dm inistrator Robert E. Allen, in 
W ashington. D. C., to various w e st-! 
em Pennsylvania city officials, in 
reply to their requests for addi­ 
tional gasoline 
rations. 
It 
was 
released hero today by the Pitt,* 


Weiss Plans Inquiry 
Into Gas Situation 


t From Page One • 
Wcisa said he charged In a let­ 
ter to the petroleum 
adm inistra­ 
tor’s office th at "tile Whole proce­ 
dure appeared cockeyed” and “ap­ 
peared to be an effort of the big 
oil and gas interests to squeeze out 
and close up tile 
little 
gasoline 
dealers and refineries of western 
Pennsylvania.” 


The figure atop the U. 8. Capi­ 
tol iii W ashington, D, C., is that 
of Freedom. 


Every tenth Navajo Indian Is a 
medicine man, according to esti­ 
mates. 


Ow Job Is to Save 
Dollars 


BROWN’S 
BOOT 
SHOP 
342 Penna. 
Ave.. IV. 


Greenland if 46 times the size 
of Denmark, its m other country. 


WMrr»n'i Popular Family Shoa Ste** 


V c 


Buy 
War Bonds 
Ivory Pay Day 


MEN, WOMEN 


Place orders now for our hl-grade line of woolens 
and for your family to be delivered any time during 
1943. 
By making appointm ents you save time and 


precious gasoline. 


• SNO-Sl ITS, SWEATERS 
• HUNTING CLOTHES, SOCKS 
• BLANKETS, BEDSPREADS 
• MAC KINAWS, JACKETS 
• TOPCOATS, SUITS 


The> G l \ E Their LIVES . . , You 
Invest in Bonds for V letory- 
LEND Your MONEY 
—Second W ar Loan 


TONER’S NORTH WARREN DISPLAY ROOM 
SATURDAY OR PHONE 3095-M 


J 


•ilftmfrr rttrrrrr tiffl-npwi w.ji . 


SUNDAY SERVICES IN WARREN CHURCHES 


Aitoi 


W A R R E N . RA. 


Rem inder o f Pearl H arb o r 
Hi-Y Club To 
Attend Church 
Next Sunday 


Washington throngs passing in front of tho Capitol pause to examine a Jap two-man 
suicide 
un 
at Pearl Harbor. The diminutive craft is being displayed over the nation to remind the 
home front about the *13 billion war bond drive. 
captured 


r 
RUSSELL 
+— 


Russell April 7th 
The follow­ 
ing I. O. O. F. Lodge 1184 officers 
were installed by D. D. 
D. and 
m aster Nelson and staff of Clar­ 
endon Monday evening at the I. O. 
O F hall: N.G.. 
Anthony 
Lind­ 
quist: 
V.G., 
W. L Mellor; 
FLS., 
David 
Van 
Orsdak ; 
L.S..Oi’’ii 
Kirby; warden. 
Elburn 
Briggs; 
conductor. Clam Springer; outside 
conductor. 
Wayne 
Fay: 
inside 
conductor, Frank 
Wilcox; 
Right 
S.S., Harold Gage: Left S.S., D. 
N. W arner; R.S. to V.G 
Richard 
Enos: L.S. to Y.G., Jay 
Wiltsie; 
Chaplain, 
John VanOrsdaie. 
A 
luncheon was per-, od following the 
installation. 
The staff accompanying D istrict 
Deputy Nelson was composed of 
the following: Frank Nelson, D.D. 
Grand M aster; Georg* Champion, 
D.D.G.M.; Mervm Campbell. D.D. 
G.S.; 
Naldo 
Gerber. 
D.D.G.H.: 
Luther W hitaker, D.D.G.T.; Jam es 
House, D.D.G.G.; 
Floyd 
Tucker, 
D.D.G.W.; William Kirkpatrick. D. 
D.G.G. 


New Loan Is Opening Gun 
In All-Out Drive on Enemies 


Iii conjunction with its April go- 
to-chureh 
campaign, 
tho 
Hi-Y 
I Club will attend Grace Methodist 
church Sunday morning to join 
w ith young people of the Sunday 
school departm ent and the Youth 
Fellowship unit for the morning 
worship period. Rev. Harold Knap- 
penberger, pastor, will bring 
an 
appropriate message. 
The series of special attendance 
sessions began last Sunday, when 
Hi-Y members and Church of To­ 
luol row members 
of 
the 
F irst 
Presbyterian 
church, 
numbering 
about OO, attending tile Presbyter­ 
ian morning service to hear a fine 
serm on by Dr. H. C. Warren. That 
.same evening the group went to 
N orth W arren Presbyterian church 
and Meryl Ruoss, boys’ work sec­ 
retary of the YMCA, gave an ad­ 
dress. 
On Palm Sunday evening at 7:30 
o’clock there will be a mass meet­ 
ing for 
young 
people 
in 
First 
Methodist church, when tile speak­ 
er wil 
be Clyde Scliotzbargcr, for- i 
merly 
of the 
local 
association 
staff and now 
district secretary * 
of the State YMCA 
with 
head­ 
q uarters at Corry. This will be for 1 
all young people of Warren and 
surrounding communities. 
Working in conjunction with the 
W arren County Ministerial Assoc­ 
iation, the Hi-Y will arrange an 
outdoor sunrise service on Easter 
Sunday morning at the Irvinedale 
school 
In Glade 
township. 
Rev. 
W ayne Furm an, of First Methodist 
church, will speak and there will 
br special musical numbers. 


St. Luke's Episcopal, Kinr.ua 
E. P. Wroth, Rector 
10:00 a. rn.—Church school 
I 
T:30 p. rn.—Evening prayer and 
sermon by Bishop Ward 


Saron Lutheran, Youngsville 
Wallace Johnson, Pastor 
9:00 a. rn.—Morning service 
10:00 a. rn.—Sunday school and 
Bible class 


Calvary Baptist 
Martin Hamlin, Pastor 
• :4ft a. rn.—Sunday school 
11:00 a. rn.—Morning worship 
7:30 p. rn.—Evangelistic service 
Wednesday, 
7:30 
p. * rn.— 
Prayer meeting 


Berea Lutheran, Freehold 
Wallace Johnson, Pastor 
IO TO a. rn.—Morning service 
11:10 a. rn.- Sunday 
school 
and 
Bible class 


fir st Church of the Nazaren* 
Penna. Ave. and Irvine St. 
O. C. Mingledorff, Minister 
9:4ft a. rn.—Church Bible school 
11:00 a. rn.—Morning worship. 
3:00 p. rn.—Junior service. 
8:30 p. rn.—Y. P. S. 
7:30 p na.—Evangelistic service. 


First Presbyterian 
Harold C. Warren, Minister 
9:45— Church school 
11:00 a. rn.—Morning warship 
11:00—Children’s 
Church 
and 
Nursery class 
7:00 p. rn. -Church of Tomorrow 


Otterbein Church of the United 
Brethren in Christ, Pittsfield 
9:30 a. rn.—Worship with sermon. 
10:30 a. 
rn.—Bible 
school, 
Mrs. 
Dewey Long. Supt. 


Bear Lake United Brethren 
Byron V. Berry, Pastor 
10:00 a. rn.—Sunday school. 
Crosby, Supt. 
11:00 a. rn.—Morning worship 
7:30 p. rn.—Christian Endeavor 
8:00 p. rn.--Evangelistic service 
Wednesday, 8 p. rn., prayer meet­ 
ing 


Watson Evangelical 
A. G. Meade, pastor. 
9:00 a. rn.— Worship servics. 
10 00 a. rn.-Sunday school. 


Chandlers \ alley Lutheran 
Wallace Johnson, Pastor 
10:30 v. rn.—Sunday school 
Bible els ss 
l l SO a. rn. 
Morning service 


First Baptist 
Dr. James A. Davidson, 
Minister 
9:46 a. rn —Church school 
j 
11:00 a. rn. — Morning 
worship. 
7:30 p. rn.—Evening worship. 
| 


First Evangelical 
J. C .Wygant, Pastor 
a. rn.—Bible school 
a. rn.—Morning warship 
p. rn.—Evening worship 
Wednesday, 
7:80 p. 
rn., prayer 
meeting and Bible study 


10:00 
11:00 
7:30 


First United Brethren ta Christ 
Penn’a Ave. and Hertzel S t 
Wm. G. Woodward, Pastor. 
10:00 e. rn. -Church school 
11:00 a. rn. 
Junior CE 
11:00 a. rn.—Worship and sermon 
6:30 p. rn.—Christian Endeavor, 
senior and adults 
7:30 p. rn.—Evening service 
Wednesday, 7:30 p. m ., midweek 
prayer 


and 


First 


10:45 
12:00 
Wednesdy 
ing 


Church of Christ, Scientist 
312 Market Street 
a. rn.—Morning servics 
-Sunday school 
8 p. rn. evening meet- 


Emanuel Evangelical A Reformed 
A. Sennewald, Pastor 
9:46 a. rn.—Worship service. 
10:45 a. rn.—Sunday school 


I 
First Free Methodist 
Conew’ango near Third 
J. E. Killer, Pastor 
j 10.00 a. rn.—Sunday school 
J 11:00 a, rn.-7:30 p. rn.- Worship 
Wednesday, 
7:30 p. 
rn., prayei 
i 
meeting 


Akeley Methodist 
David O. May, Minister 
9.45 a. rn.—Worship service 
10:4S a. rn.—Church school. 
Edward Miller, Supt. 
7;4ft p. rn.- Youth service 
Mrs. 


North Warren Presbyterian 
Rev. J. H. Cruickshank, pastor 
10:00 a. rn.—Sunday school 
11:00 
a. 
rn.—Morning worship. 
7:30 p. in.—Young People’s ser­ 
vice 
Clarendon Evangelical 
A. Q. Meade, pastor. 
10:00 a. rn.—Sunday school. 
11:00 a. rn.—Worship service. 
7:30 p. rn.—Evening worship. 
Wednesday — 7:30 
p. 
prayer sendee. 
m 


By NEA Sen ice 
Washington. April 
9 
T hat 13- 
billion-dollar Second 
W ar 
Loan 
Drive which starts April ll is the 
biggest “touch” Uncle Sam ever 
made. In three words here’s why 
it’s needed now: We are attacking. 
Last j ear the U. S. 
Treasury 
was figuring on the amounts for a 
tank. Ship, plane 
or a 
soldier's 
equipment. This year Ifs the mon­ 
ey needed to maintain millions of 
soldiers and to k^ep the 
tanks, 
planes and ships moving into of­ 
fensive combat. 
The initial ive in war cost* more 
because 
attack 
means 
greater 
losses, repairs, replacements. U, 
S. fighting men have the 
offen­ 
sive and they arc going to keep 
it 
on all existing fronts and on 
new fronts. When the planned in­ 
vasion of Europe begins 
is any­ 
body’s guess 
but fighting money 
for it is needed NOW. 
Mrs. Edith Hough wot of James 
town vsiited friends here for the 
past few days She left Wednes­ 
day morning for Riverside, Cali 
fomia where she will reside. 
The regular church school will 
start at 2 o’clock and the preach­ 
ing services at 3 p. in. 
at 
the 
Wiltsie school house Sunday with 
Rev. D. O May the pastor. 
Laura Peterson 
of 
Jam estown 
and Chester Bailey of Tiona were 
m arried at the M ethodist pat soil­ 
age March 20 by Rev. D. O. May. 
The W iltsie Ladies Aid Society 
m et at the home of Mrs. Daniel 
Houghwot for the regular meeting 
with dinner served at noon. The 
next meeting will be held at the 
home of Mrs. Edwin Bran st rom. 
Miss Versal Perrigo. who is in 
training as a nurse at the Cleve­ 
land hospital spent the weekend at 
her home here 


M arihuana 
in 
d * r f * r n m 
hemp. 


Tile,se new’ bonds eau rightly be 
called “attack 
bonds” 
by 
John 
Citizen. Officially, Uncle Sam calls 
them “com bat bonds.” 
Treasury 
spokesmen, 
pointing 
out that food, transportation, and 
munitions for men in battle cost 
hugely, givq a few figures to make 
that cost comprehensible. One op­ 
erating table for a hospital hand­ 
ling Navy casualties costs 
3400. 
One minesweeper, essential 
to a 
clear a harbor of anchored mines 
before a ship moves in. costs 33.- 
500.000. 
Uncle 
asks John Citizen to 
visualize 
new, 
bigger 
combat 
weapons and rem ember: 
Tf 
you 
can’t get close enough to blow the 
tread off a Mark v t tank. buying 
an extra bond is the next thing to 
ii. Besides costly equipment and 
plenty of it. Invasion forces call 
for new roads, airports, docks. 
At least 38000.000000 
is 
*x- 


Home folks are getting m ore this 
year, it's explained. Uncle Sam ’s 
100-billion-dollar budget for 
the 
fiscal year 1013 means that 
he 
will pay a whole lot to individuals 
and corporations 
to soldiers and 
their families, w ar workers, farm ­ 
ers and others who m ay deal di­ 
rectly with th* govt rnm ent. Priv­ 
ate income this year will amount 
to an adidtional 70 billion dollars. 
or almost six billions a month. 
The 
“combat 
bonds” 
will 
be 
bought out of wages and salaries 
in addition to previously 
com­ 
m itted payroll deductions 
and c” t 
of checking accounts in the banks. 
It’s aimed specifically a t extra in­ 
come which otherwise would 
be 
“Wild” or “loose” money putting 
more upward, inflationary, pres­ 
sure on prices. In this sense, ev­ 
ery bond bought is a lick against 
the high cost of living, the black 
m arket. The more “dangerous dol­ 
lars” in our pockets, the greater 
the ahint.' to spend, the greater 
the pressure is against price con­ 
trols and 
all 
consumption 
con­ 
trols. the g reater will be the tend­ 
ency to buy and sell in the black 
narket 
and 
the 
less 
will 
be 
available in the lawful m arket. 
E co n o m ists point out th a t when 
John Citizen cuts 
his 
normal 
spending or reduces his checking 
acount bv buying a bond. he cuts 
the total of all 
bank 
deposits. 
Then, eventually, the government 
spends th at money, increases com­ 
mercial bank deposits, and keeps 
tile nation’s total in balance. Un­ 
cle Sam asks John Citizen to help 
limit unbalanced growth of de­ 
posits by lending it to the govern­ 
ment by spending only for urgent 
needs. 


Commandos 
Of East Side 
R'arin' To Go 


Bethany Lutheran, Sheffield 
Carl Gronquist, Pastor 
18:00 a. rn.—Sunday 
school 
sad 
Bible classes 
7:30 p, rn.—Evening vespers 
Thursday, 7:30 p. rn.. Lenten wor­ 
ship 


First Methodist 
Wayne Furman, Pastor 


1 10:00 a. rn.—Church school 
1 11:00 a. rn.—Morning worship 
111:00 s. rn.—Extra session, Junior 
Division 
7:00 p. rn.- Youth-adult worship 
and discussion group 


St. PaoJ’s Lutheran 
Water St.-Second Ave. 
Bertil Edquist, Pastor 
9:80 a. rn.—Sunday school 
10:30 a. rn.—Morning service 
No evening sendee 
Monday, 1:30 p. rn. 
Red Cross 
■ewing 
Wednesday, 
7:30 p. rn., Lenten 
sendee 


Russell Methodist 
David O. May. Minister 
10:00 a. rn.—Church school. 
11:00 a. rn.—Worship sendee 
6:30 p. rn.—Youth Fellowship 
7:30 p. rn.—Evening gospel 


Lee Zeiders, named “major” of 
the Junior Commandos 
residing 
east 
of 
tile Conewango 
Creek, 
rounded up a group of more than 
200 boys and girls for the initial 
m eeting 
held 
after 
school 
on 
Thursday at 
the 
South street 
school building. 
So fine was tile response that 
M ajor Zeiders and Miss Mac Mor- i 
an. principal, ran out cf member- i 
ship cards and had 
disappoint 
a number of the young volunteers. 
Mr. 
Zeiders explained, 
however. 
that additional supplies wdll likely 
be available next week and cards 
will be left at the schools for those 
who did not receive them on Thurs­ 
day. 


Tiona Methodist 
Jesse J. Knapp, Pastor 
9:30 a. rn.- Public worship 
10:30 a. rn.—Sunday school 
Friday, 7:30 p. rn.--Youth Fellow­ 
ship 


Youngsville United Brethren 
d ia s. M. McIntyre, Pastor 
9:55—Bible school. 
James Jones. 
Supt 
11:00 a. rn.—Morning worship 
6:30—Christian Endeavor 
7:30 p. rn.—Sendee of Friendship 


Warren County Dairy 
Association 


Means Good Service 
MILK - CREAM 
BUTTER - BUTTERMILK 
and COTTAGE CHEESE 


Pilgrim Holiness 
L. W. Drury, Pastor 
10:00 a. rn.—Sunday school 
11:00 a. 
rn. 
and 7:4ft p. 
] 
Preaching 
j Friday, 7:80 p. rn., prayer service 


Trinity Memorial Episcopal 
Cor. Penna. Ave.-Poplar St. 
Rev. E. P. Wroth, rector 
8:00 a. rn.—Holy Communion 
9:4ft a. rn.—Church school and 
Bible classes. 
11:00 a. rn.—Morning prayer, con­ 
firmation 
and 
sermon 
by 
Bishop Ward 


Sheffield Free Methodist 
F. B. Smith, Pastor 
10:00 a. rn.—Sunday school, C. 
Carlson, Supt. 
11:00 a. rn.—Ministry of the WorH 
I 7:00 p. rn. 
Young people’s meet­ 
ing 
7:45 p. rn. 
Evangelistic service 
Wednesday night, prayer meeting 


pected to com'* out of individual 


Opium '•"rn** from th* 
white 
poppy. 


citizens’ 
and 
corporations’ 
ar- 
cum ulatcd funds and current 
in­ 
come. 
especially 
that 
current 
“take,” during the 
April 
drive. 


D ark-haired dolls 
by more than three 
United States. 


outsell blond 


to on e in 4 be 


W ork of the Commando program 
was outlined and stress placed on 
the collection o f 
athletic 
equip­ 
ment. musical instruments, small i 
pocket m irrors for aviators and 
the planting and raising of Victory’ 1 
Gardens. 
Mr. Zeiders W’as generous in his 
praise of what has been accom­ 
plished by South street 
students 
and sdminished the others that a 
little extra effort would give them 
the same attainments. 
•W ith the 
enthusiasm 
already 
sown, it is expected that this east 
side group will soon be organized 
for weekly meetings and a regular 
program of activities. 


Pennsylvania 


Company 


Moriah Lutheran, Ludlow 
Carl Gronquist, Pastor 
9:00 a. rn.—Swedish worship 
10:00 a. rn.—Sunday school 
Bible classes 
11:00 a. rn.—Morning worship 
Wednesday, 7 :30. Lenten worship, j 
Saturday, 9:45 a. rn., con­ 
firmation instruction 


Jehovah's Witnesses 
Kingdon Hall, 129 Penna. Ave W 
7:00 p. rn.—Bible study 
8:00 p. rn.—Watch Tower Study 
Wednesday, 
7:45 p. 
rn. 
Service 
meeting. 
Thursday 8 p. rn., 
Bible study 


Clarendon Methodist 
Jesse J. Knapp. Pastor 
10:15 a. rn.—Church school 
11:15 a. rn.—M orning worship 
6:45 p. rn.—Youth Fellowship 
7:30 p. rn.— Evening worship 
Wednesday. 7:30 p. rn., Midweel 
prayer service 


Everybody reads the Times-Mirror 


Grace Methodist 
Pa. Ave., East and Prospect St 
J 
Harold Knappenberger, Pastor 
10:00—Church school 
and 11:00 a. rn.—Morning worship 
' 0:30 p. m.—Youth Fellowship 


J 
7:30 p. rn.—Evening worship 


W. F. Bennett Co. 
Insurance 
since 1895 


PHONE 1475 


Bethlehem Congregational 
Market street at 3rd avenue 
Erik Dahlhielm. Pastor 
10:00 a. rn.—Sunday school 
11:00 a. rn.—Morning worship 
7 :30 p. rn.—Gospel service 
Wednesday, 
7:30 
p. 
rn. 
Bible 
study and prayer 


First Lutheran 
Cor. East St. and Third Ave. 
H. A. Rinard. Pastor 
9:00 a. rn.—Catechetical das.** 
9:45 a. rn.—Church school 
1.1:00 a, rn. 
Worship service. 
11:00 
a. 
rn. 
Children 
of 
Church 
8:30 p. rn.— Luther League 
• :30 p. rn. 
Evening vespers 


WARREN COUNTY COAL CO. 
Featuring the Famous Disco and 
Madeira and Bituminous 
Smokeless Coal 
We rater to home, business, also 
schools and churches 
Phone 1541—Office and Yards, 
llarnion Ave., South Side 


B. V. LESSER 
Insurance 


Warren, Penna. 


Christian and Missionary Alliance 
705 Conewango Avenue 
2:00 p. rn.—Sunday school 
3:00 p. rn.—Preaching service 
7:45 p. rn.—Evangelistic service 
Thursday. 7:45 p rn, prayer m eet-1 
ing 


In France. Holland, and Spain, 
shoes replace stocking.*: at th** fire­ 
place a t Christmas. 


CHURCHES 


OFFICIAL TIRE INSPECTION 
STATION 
March SI, 1943—First Period 
Deadline 
TTMI 
SQUARE SUPER 
SERVICE 
Gerald Johnson - Leonard Whitoshet 


Manufacturers 


Gas 


Company 


W HY GIVE 


your junk away? 
Sell It 
Bring it to 


WILLIAMS .SALVAGE CO. 
IS Lac, St. 
Tel 3914 


W ALKER DAIRY 
PRODUCTS 
Homogenized and Pasteurized 
Milk, Sweet Cream, Buttermilk. 
Cottage Cheese 
PHONE 84 


Western Pennsylvania Leaders 


Salem Evangelical 
Penn’a Ave. E. and Marion S t 
Stephen R. Schieb, Pastor 
9:45 a. rn.—Sunday school. 
10:45 a. m.—Moming worship 
6:30 p. m.—Youth meeting. 
7:30 p. m 
Evening worship. 


National Forge 


and Ordnance 


Company 


The Salvation Army 
Major and Mrs. W alter Daniels, 
Corps officers 
10:00 a. rn.—Jail service 
11:00 a. rn.—Sunday school 
6:30 p. rn. 
Young People's m eet­ 
ing 
7.30 p. rn.—Open sir service 
8:00 p. in.—Salvation m eeting 
Tuesd;# 
7:15 p. rn.. Corps Cadet 
class: 8 p. m.. Soldiers’ meet­ 
ing. 8:30 p. m.. band prac­ 
tice. 
Wednesday—7:30 p. rn. 
Young People's Club. Thurs­ 
day—2:30 
p. 
m.. 
Ladies’ 
Home 
League: 
7:30 p. rn., 
open air service; 
8 p. m.. 
Holiness meeting. 
Saturday 
7:30 p. rn. open air service; 
8 p. rn. praise meeting 


Baird Tire Shop 
(Inc.) 


Nu-Blue Sunoco 
103-105 Market St. 
Phone «t5 


M EATS and 
PROVISIONS 


South Side Market 
IOU St, Clair St. 
Phone 149 


20% DISCOUNT 
Cash and Carry 
Insured Moth Proof Cleaning 
Warren Dry Cleaning Co. 
Pa. Ave., E„ and Hammond Rd. 
Phone 189 


Enjoy happy motoring filth 
New Esso or Esso Extra 


Batteries • Lubrication 


East Side ESSO Station 
515 Penna. Ave., E. - Phone 1181 


The * 
West Ridge 
Transportation 


Compliment* 
rni tao 


If You Believe In 
QUALITY DRUGS, CAREFUL 
MODERN METHODS 
oar store will convince you that 
we give you what you need 
HARVEY A CAREY 
Liberty and Penna. Phone 1880 


Struthers-Wells 


Company 


\ • 1 Can Sax c Money By 
“DRIVING UP THE AVENUE” 
and Trading at 
WTNERITER’S 
Our groceries elwey* satisfy, ar* froth 
and the quality a n r ' prices ara right. 
Phone ut your order 


611 Pa. Ava., E.— 520 Conewango Av. 


Those who live in Youngsville 
know the hCAt service for their 
car will be found at 
BARTON’S 
sterling Gas supplies power and 
pep In cold weather 
Attend Y oungsville Churches 


Christ Episcopal. Tidioute 
E. P. Wroth, Rector 
4 OO p. rn. 
Holy Communion end 
sermon by Bishop Wsrd 


u . r, 
^ M 
< Associated Press Photo) 
P itte h ^ th 
burgesses 
ftfi western Pennsylvania communities in session W ednesday af 
Pittsburgh, who petitioned the government to remove their 26-county are* from the stringent seaboard 
gas rationing area to district two. 


How to Obliterate the Axis 


This newspaper takes pleasure 


in prin tin g below the nam es of 


the concerns which m ake it p o s­ 


sible to 
give 
p ublicity to tha 


church activities and the p re a c h ­ 
in g of t h * word on t h * S a b b a t h 


D a y . 


R. G. DAW SON CO. 
Helpful FINANCE Service 


Penna. Ave. at Liberty St. 
Second Moor 
Phone 155 Warren 


ARTHUR F. DYKE 
Guarantee* 
High Grade Pasteurized Milk, 
Cream, Chocolate Drinks 
Positively Strict Cleanliness 
We Believe in the Influence of 
Warren Churches 


SERVICE &11 d PARTS 
For All Makes of Electrical 
Appliances and Radios 
W ringer Roll for All Washers 
C. BECKLEY, Inc. 
Call 1SS6 


Warren Transfer & 
Storage Co. 
C. W. Elmquist, Mgr. 


Ix>caJ A Long Distance Hauling 
105 Madison Ave. 
Warren, Pa. 


COMPLIMENTS 
of 
MONTGOMERY 
W ARD CO. 


W* will be glad to help you 
solve your 
LUMBER 
PROB­ 
LEMS. Our trained experts will 
be glad to be of assistance. 
UNITED LUMBER AND 
SUPPLY CORP. 
496 Beech St. 
Phone 920 


WINDOW GUSS 
anv desired size 


Simonsen Wall Paper Co. 
820 Penna. Ave., E. 
Phone 1730 


Tasty Bakery 
Wineriter s Groce rte# 
C, Beckley 
E. D. Barton 0 Son* T Emigsville 
Harvey A Carey 
I nlted Lumber A Supply rors, 
Baird Tire Shop 
* 
Manufacturers Gas Co. 
Times Square Super Service 
Warre* County Dairy A volation 
I W arren 
Cleaning Ce. 
Waller Creamery P r n < 1 n r» s f y , 
Zero Ie* 4 Fuel 
Struthers-Wells Comps** 
R G. Dawson to. 
Simonsen Wall Paper C* 
fast Sid* Esto Station 
Arthur I* Dyke 
Went Ridge Transportation Go. 
H. \ 
lesser 
Warren transfer 4 Storage Co. 
W, F. Bennett Co. 
National forge A Ordnance Co. 
William- Salvage Company 
Pennsylvania Gas Comping 
South Side M 'rlet 
Warren County Coal Co. 
Montgomery Ward Co. 


Does Our Milkman Stop 
at Your Door? 


H 
♦ 


WARREN COUNTY DAIRY 
ASSOCIATION 
Mean* Good Service 


Milk 
Cream 
Buttermilk 
Cottage Cheese 


W. F. BENNETT CO 
INSURANCE 
Since i39o 


Phone 1475 


Phone 233 
For Delivery Servlet 


They GIVE Their LIVES . . . 
You LEND Your MONEY — 
Buy Bonds tor Victory— 
Second War Loan 
They GIVE Their LIVES 
You LEND Your MONEY 
Invest Todav in Bonds for Yletorv—Second War Loan 


W A R D E N , 
P A 
T I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9 , 
1 9 4 3 
E L E V E N 
Photo Story: War Comes to Jack and Mary—And Now New Bonds Unite Them! 


.Tack and Maty, like millions of American men and women these 
days, work side-by-side in a war plant in Warren As has happened 
before, front this acquaintance grew a warm friendship. 
They are 
both doing essential war jobs, making good money— 


When pay-day rolls around they find a nice check 
- even after deductions for W ar Bonds 
that, what 
with fewer things on the market to buy, really gives 
them more money “to play around with” than they 
have ever had before. 


Mary likes beautiful clothes (as what girl doesn't?) 
and asks Jack to stop in on their way from work to 
see a new dinner dress that has caught lier eye . . . 
not that she really needs another one, but - 


* Sports News * 


“J Trouting Begins T h u r s d a y 
I With Outlook Best in Long 
J Time But Rain Is N e e d e d 


“Why, Jim, when did you got bark home? 
Jack, 
do you know Jim? 
Ile lives just across the street 
from us. 
He’s been in Africa . . . What happened. 
Jim ? . . . Oh, how terrible!” 
.lark is doing some 
serious thinking light now. After all, there are mil­ 
lions of Jims out there on the fighting fronts of the 
world 
sacrificing everything 
and not asking much 
in return but victory and peace for this old world. 


it Costa more money to win this war. 
Jack doesn't 
have to do much talking to convince Mary that, more 
<>! their war pay should be going for that purpose 
than for luxuries 
The government must raise thir­ 
teen billion dollar; du big the Second War Loan 
drive in April 
.l ick .1 d Mary (lee,'de to buy at least, 
one extra bond a weak to do their p ii i, just as every 
A mer iran mist do, 
I >ig deep! 


TRAINING CAMP 
BRIEFS 
S p o rts R o u n d u p 


BEATY SCHOOL! 
OFFERS MEET!. 
AT 8 TONIGHT! 


B O W L I N G 


Tile 
came 


AT PENN CENTER 
two leadingr teams 
through 
with 
four 


_ J 
percentage points 
0 1 1 the league 
each leading Millies Inn by nabbing 
point three from them and upped Un­ 
wins the 3-G’s from Olson-Bjers totals a little by having Carl All­ 


i c e Beaty School physical meet 
is scheduled for tonight at 8:00 p. 
rn. and a banner crowd is expect­ 
ed to turn out to see w hat’s 
in 
store for W arren’s future 
gym ­ 
nasts in the line of state recogni­ 
tion. 
Long standing in its superior­ 
ity over the 
general 
system 
of 


with Dr. J. Giunta’s 224-602 and 
Urbanski’s 204-573 to lead the win­ 
ners and Inter’s 513 tile losers. 
Keystones, with F a rr’s 204-577 and 
Rapp’s 211-545 to lead them over 
Times-Square as Ryberg’s 202-552 
leading the losing 
team, 
Times 
Square. 
Bradford-Penn and Oscars each 
winning three from Valours and 
Crossetts respectively. 
Vicander’a 
schools about the commonwealth, 
„ 
Beaty School has given the youth 210-610 leading the Penns while 
of W arren their embryo stage of 
gymnastics and they have subse 
quently built up a wonderful re­ 
putation in the state of Pennsyl­ 
vania and in some canes, in the 
•United States. 
Keystones . . . 
Nearly everyone of these state 
* 
Rest. . 
Championships were won by form- y , 
ar Beaty-tutored pupils, under the nier,.. r ; ’,'' *’ 
watchful eye of Homer Fleming, 
Je 
* * 
and whether or not we have the 
makings of future champions 
in 
that school a t present, will be seen 
tonight—Right 
now 
everyone 
knows there are several of 
top­ 
notch calibre under way 
and 
a 
capacity house is expected to see 
them in action tonight. 
As it has been stated before, tho 
gym seats only 750 and an early Times-Square 
arrival will insure a good seat for Keystones 
the events, which will include all 
type* of gymnastics 


Still’s 541 the Cleaners. Oscars’ 
over Crossetts as 
Raleigh's 
515 
and Cooper's 511 leading the win­ 
ners as Bovtl's 503 the losers. 


derson’s 209-563 heading the cast. 
Pike Freeborn clipped 553 for the 
losing outfit. 


A.B.C. Store 
745 730 
762 
2237 
Walter Hdw. 
760 800 
734 
2294 


Millies Inn ..788 
760 
826 
237-1 
Pleasant V. .765 
822 867 
2454 


Standing 
W. 
L. 
Pct. 
Millies Inn ................34 
18 
.654 
Pleasant Valley ...2 6 
26 
.500 
Walters Hardware 
.25 27 
. 1 8 1 
A.B.C. Store 
...19 
.33 
.365 


B y the A 
u ia ted F in s 
Evansville, Ind. 
Two sons rn 
Texas, veteran Pinky Higgins and 
Rookie J. P. (Joseph Perry) Wood, 
are fighting for (lie Detroit 'Fig 
I cr.s' third base job. 
Higgins, with 
I an exhibition batting average ni 
an < cen .300 compared lo Wood s 
heil I thy .444, has a definite edg< 
„ 
I as a power hitter hut Wood has 
Needless to say. the fish com- they built last year 
and proceeds , >sliporior apeed. 
mission has seen to it that streams to tangle lines with Ins eompcti- 
— 
have been .stocked heavier than in tors amid constant grumbling 
previous years, and in 
streams 
Yes, it's 
a groat 
day in the 
Bloomington, lad. 
Although 
. 
. , ... 
, 
dose to towns, they have 
dumped morning for 
those hundreds of 
some oi Ins players arc grunting 
1 
• ' 
‘ -st.s, General Manager War- 
1 au 1 ' on bet lei, < m, 


BY BOB JOHNSON 
Nearly a week remains before 
the opening of trout season for 
1943 and by the time it closes 
August 31st, there’ll be more than 
a few coming in with a heavy 
lorded creel, if advance predic­ 
tions have anything to do with it. 


spaces (or dense forests, have it 
as you will), crashing through 
brush and corruption for miles un­ 
til he reaches that spot dear to 
his 
heart 
Thai 
no 
one 
else 
knows about 
hut to his disillu­ 
sionment finds at least live others 
who (-ame in on that new road 


Bv Iii (.ll I I I J J- KTOS, Jr. 
New York, April 9 
i.l’i 
Fresh lie. i s vi: ii lo til- Western Am­ 
erican Longue training cann 
tub Hum n- 
ii ii Milligan notes with 
sonic surprise that, manage, s and . u h . , 
thai the ball player* 
in-- m bet > r shape and furlin ’ 1 adv . <11 
I m I; u mg than they were a 
year ago in sunny Florida ami 1 Jii<n us 
That ina\ tie because it 
rained 1 
, n r ut the ten d-\ 
F i l e 
IM lh" 1 nips, lie explain*. 


3-G Oil Co. 


Bradford Penn 
Times-Square . 
Crossett 5 . . . . 


High single game, Decker. 264. 
High three game, Rapp. 686. 
Higii team game. Crossett a. 999. 
High team total, 3-G Oil 
2693. 


71 
Od 
.664 
High individual game 
J. S\\cel­ 
67 
•J i 
.636 
la lid 246. 
64 
40 
.609 
High individual 3 games — H. 
54 
50 
.519 
Freeborough 606. 
50 
54 
.481 
High team game 
Pleasant Val­ 
45 
59 
.433 
ley 876. 
39 
65 
.379 
High team 3 games 
Walters 
27 
77 
.325 
Hardware 2490. 


m many more than what they 
would call “heavy.1* 
Trout from fingerlings to those 
beauties ranging upwards to 16 
inches have been dropped oft in 
surrounding waters of the eom- 
monwoalth and each and every 
angler has a 
better - than - even 
chance of picking oft a few come 
Thursday. 
Two categories of Hie angler 
a r e ready for this year of fishing: 
one. the so-often-called “just fish­ 
ing” type. who gets out his ear 
with his bucket full of worms, 
with previous knowledge of a can 
being dumped in at a particular 
hole and proceeds to catch the 
limit, while sitting on a stump. 
The other 
The “Dan Boone’’ 
typo who heads for the wide open 


hopefuls who head for their favor- prot< 
A ite next Thursday, 
About stream s 
regardless of 
tim seemingly damp 
(how'd he 
spell that 1 weather, tin- waters in 
the vicinity of our community are 
extremely low for this time of the 
year and most of the old-timers 
are praying for rain before the 
opening. 
However in previous seasons of 


urn C. Giles of the Cincinnati Reds 
sc; i muscle magician Bill Mitier 
is doing a swell job and the Red,1 
arc extending Ilia 8100 per diem 
engagement for a few weeks yet. 


I iguring ii < bit 
Milligan also report 
ll I iii, "Lim 
, >u< Leagt,, ” did all right St 
tile gate with a couple el < need around 
I OOO for early exhibitions . , . 
“Chicago writers say”. I.- 
do “Hint Ut, Whit* Sox 
haven’t lied an 
"OO in \i , 
. . . Teams in the East have been 
I n tin 
vt-I sun 
ii ii ha. hall weather when 
III.A being to hit then - 
I• v\ 
lim;, ll p ..bub!;- make a bit of 
dough . . . I in idnt.' Ii \ 
T o 1 St.-pln , on, win 
“ Lune.dom l e a g u e ” tida l 
,• ti - 
111 < 1 
e. n 
u n d e r w ea r” league nm Id 
l o . ,, < r tin 
wind, 
as well as they etch ” 


■n plugging the 
s th a t the “long 
“F they stretch 


at. 
Louis 
Manager 
Luke S.w 
well, who 
brought 
his 
Browns 
home today, is optimistic over tin mitten is 
results of northern spring train 


Axel Nordqulst 
m cha rge 


Bogledom, we've had to pray for ing­ 
rain before 
we got it too 
by the 
gallons 
and it completely wreck­ 
ed all plans for a serene day of 
happy-go-lucky-isni 
regardless of Florida,” he d< 
this fact; you pray for rain; you in Cape Giran 
don’t 
It doesn’t make any differ­ 
ence -rain, fog, or shine, we'll be 
out there that day and so will you, 
w hether In mind or body. 


We’ve reached n condition that 
I don't t h i n k we could have 5ur> 
parsed if we i ><d been down iii 
hired. 
"Conditions 
,m (Mo.) were un­ 
usually good and we havent a 
single complaint.” 


PRIZE FOR “COLLEGE 
IDEAL" TO WRIGHT 


Easton, April 9 —(A*)- Richard 
H. Wright of New Holland. 
Pa.. 
Lafayette College basketball and 
baseball star, has received tho col­ 
lege’s 
George 
Wharton 
Pepper 
prize of $100. given annually 
to 
the student “most nearly 
repre­ 
senting the college ideal.’’ 


3-G O i l ............ 
Olson-Bjers 
.. 


Oscar’s 
............ 
Crossetts .. 


V a lo u r s ........... 
Bradford Penn 


.730 S15 834 
.808 822 836 


.879 819 943 
.729 776 761 


.767 851 712 
.704 775 81! 


AT THE MOOSE 
Tile Schaeffer’s Electric of tile 
Moose league came out 
of 
tin 
Co. awoke of battle at the Moose lub 
last night, sporting a 3 point win 
over the West Side Rest., with 
2376 every game turning into a tlnil- 
2166 ler with small pin advantages on 
tile winning 


Browns Hard To Beat With 
Fast Start Says Luke Sewell 


BY OSCAR KAHAN 
table are Tony Criseola, Milt Bvr 
St. Louis, April 
9 
(.Pi 
Man- ne* and Mike Krcevich. 
s i d ^ J sU Sc) hi I errand agrr Lukc Sewell of tho St. Louis 
There’s no 
worry 
about 
the 
not with Ririe 


.816 846 
.785 882 


2266 and 120 respectively. 
On tin- oilier slides, the Koch’s 
2360 Beer made a clean sweep over the 
2290 White House Inn 
by 
bettering 
them by nearly a hundred pins. 
739 
792 
2401 
2459 


EXHIBITION BASEBALL 
Yesterday's results: 
New York (N) ll, Jersey City 
(Int) 7. 
Cleveland 
(A) 7, 
Indianapolis 


Honor Roll 
Vicander ................................. 210 
Miller ...........................................212 
Crbanski ................................204 
Dr. J. Q u in ta ........................ 224 
Morrison .................................202 
Cyborg ....................................202 
Ka rr ........................................ 204 
Rapp ........................................211 


AT THE ARCADE 


' > 6 4 0 V‘Yr.Vrv“ ‘lPd ‘the''infers ‘with 528 Brow is 
brought 
his 
question- Browns’ catching 
• (jear^ 
11,0 
( l 's vlUl 
marked team to Sportsman a Park Kenvil and 
Frankie 
Hayes 
but 
today with tile prediction that “b the pitching staff is loaded with 
we win most of our games the question marks. The older pitch- 
first part of the season, we’ll b* ors have 
shown 
they 
are 
just 
hard to beat.” 
about ready, but lack of exhibition 
A poor start 
almost 
wrecked games has prevented Sewell from 
the Browns last year, but they re- ; testing the newcomers, 
covered to finish third, their high­ 
est standing 
.since 
1928. 
Ti ley 
opene d the campaign with four 
.straight victories and limn lost 


1 
ten el their next 
eleven 
games, 
AT THE ELKS 
nine of them in a row, before Sow- 
One score bit the dust in the ell got them on the track again. 
Elks Club handicap tourney fast 
The dapper m anager’s hope tor 
night, when Pete Juli&no and Gene IV better getaway this season has 
Fearing knocked off the high all- a solid 
if temporary and draft- 
events score of Howard Clark, big vulnerable foundation. 
gun for the Times-Mirror. Each 
Vernon Stephens, his I-A short- 
i went way over tile 
m ark 
with stop, made an unexpected appeal - 


Cairo, IU, 
Tho st. Louis Card 
ins Is packed today W return home, 
mildly 
astonished at 
the highly 
successful spring training period 
they endured in the “north”. Man­ 
ager 
Bill 
Southworth 
admitted 
that a month ago he thought his 
squad would be fortunate ii ii suc­ 
ceeded in working outdoors three 
out ol every five days. 
As it was 
tin tram worked outside 22 of the 
25 days spent here and Hie otliei 
three went through 
stilt 
indoor 
drill. 


One-Man <«agg 
■ chairman «>t tin 
\ 
A 
I 
uresiting corn- 
rraiigi meat; 
publh I; and ticket sales for the 
national wrestling elm npion 
, 1 
this w <k « t i . . . I E also plans to 
take Hie tickets at (lie gate md to wcigli-in the grapplers . . . So don’t 
be surprised, it a << nt>. 1 . 
1 
1 ii.; t<» . co, 
up, to 
him in there 
wrestling in t he unhm i< d < la 


Njairl pound! 
The summer outdoor tight program here likely wilt start with a 
Henry Armstrong-Sa rn rn.s Angott bout, th - winner to meet tile sur­ 
vivor 1% the B< ii J. k Boh Monlgoiut 
Hi 
. . . The Canadian Hen­ 
ley regatta luny not be lichi .it St. Cut tin inc’ ; Out . this year, mainly 
because of srciis lr d m -lr. h e work I lint required changes in the 
Welland Canal . . . V 1 cousin, horn 
ol the first "WFMI*”, now has 
turned up another woman umpire tor .semi-pro baseball. 
She’s Ida 
Wiehner of Coloma, who him been umpiring boys’ games for three 
years . . . During th. war sea on oi 1918. the International League 
turned up seven pitchers who to; rd both glum 
of doubleheader* 
and Ernie Lanignn wouldn’t ho sm pn 
I to . .- Montreal’s James 
Willard Rh rn.-dl> ll join tic 
worked 909 innings in th* 


KINZUA 


iron mi'll 
past ti i'.-i 
group this 
* Of frOllS* 
Ramsdall h ts 


with 


Kinzua, 
April 
friends of Clinton 
Monk 


E. S. R est... 
Schaeffer's . 


White House 
Koch’s Beer . 


737 760 850 
762 703 886 


663 721 713 
744 851 795 


2347 
2351 


2127 
2390 


The Cardinal 
series 
and 
the 
draft boards 
should 
decide 
tile 
Browns future. 


SOUTHERN CAL - P in 
TO PLAY AFTER WAR 


Muncie, Iud 
Frankie 
Fi t eh 
looking for more spied and hat­ 
ting strength, is trying two-third.1 
of last year’s Toronto outfield with Kinzun resident, gradual* 
his regulars this week. 
Jimmy ]ocai |Ug)i school and ice. 
Russell is playing left and Frankie the basketball team. will 
1 
Colman right with 
the 
veteran , .|cd to learn that afb r 
1 
Vince DiMaggio in conter 
Jim ­ 
iny Triple and Vince’s single pro 
dfieed two of the four runs with 
which the regulars beat the Yanm- 
gans yesterday, 4 to 3. 


many 
former 
of Hic 


he Ii 


Walt nr a Mn rrKvn rn tnoir ti,,.*. Peto fa tting 1876 and Gone, 1848. a nee and will be available for an 
_ 
---- 
” 
. 
M int, 
tho ™ n?r S 
. w 
T 
In UK- doubles, the Berdine-Bitten- indefinite time until loc- army call.; 
™ of Pittsburgh 
and 
anthem 
mmiishneMy, here for 
points from the cellar dwelling A. bender score of 1280 still holds up nim. That should give the Browns California was in tile ma kin*. 
said he 
will 
leave to, 
and last night 
only 
brought 
a an early advantage because neitti 


Los 
Angeles, 
-April 
9 
i .T)— 
Panther Coach Clark Shaug'hnessy 
and Trojan mentor Jeff 
Gravatfi ors emerging on top here and al 
indicated today a post-war 
foot- Pittsburgh. Their last game was in 
'ball series between tho Univer**- 193.’ 


enlisting in the Air Corp, 
entered a classification *■ ut * r • 
Nashville, Te rm . 
Bine* graduation 
lie 
h a s 
been 
e m p lo y e d 
tv 
'Ic1 
South Penn Oil Company in ti" 
Bradford field. 
Mi.i. Frank Colosimo and infai.l 
times, the Trojans winning twice daughter, 
Patricio 
Bu 
nixed 
iii the Rose Bowl and tile I 'n ut i i 
hone from I lie W arren Ma tern it ;■ 


(AA) I. 
Philadelphia (N) 14, Indiantown B. D. Store last night on the Ar 
GapO. 
cade lanes with low counts pre- 
" <*» ™«-i.v 
o i,ii.j.inu . 
i a \ 
it 
rrs 
. 
„aiii„- 
i 
^ 
J. 
couple of weak challenges 
from cr Hie champion Now York Yank- 
Philadelphia 
(A) 
ll. Toronto vailing: throughout L .Freeborn Mahood-Juiiano a t 1188 and "King" cca nor the Mcond-pta.-e Bouton 


a visit. 
tonight 
for 
CSC and f l t t 
have 
met four Pittsburgh, 


Hospital Saturday'. 
Mrs. Edna Marsh lins returned 
home alter visiting relatives in 
Rochester, N. 
Y., 
the past six 
weeks 
Donald Pratt from Philadelphia 


spent the weekend recently 
hi 
wife and mother here. 
Mn 
Earl English has returned 
! rom ii 
it v. ito her mother 
a; d 
G • iii Norwalk, Ohio. 
Mi.. 
Betty 
Riley, 
youngest 
(laugh*' i- oi Mr. a nd Mrs. James 
'hit 
• 
: 
ar Run who recently 
Ii led in t tie WA ACS hss left 
t >i jug in Louisiana. 
<1 
Mn 
Roy 
Kio 
and 
i Port Alegheny, Pa. 
\i ’-'I Mr. and Mrs. J. 
u 
m 
p 
Ii 
Ivin’s parents. They 
i t th' r old est son Seth is over 


1 . - ii- m -and son Basil 
in,n for induction, both 
i 
a nit* ak ii Kinzua grad** 
■alloo!. 
ii i Mr. Rudolph Tlieile and 
ai Ni ii froi,i Lewis Run, visited 
dr. mal M u. E. E. Hanna recent­ 
ly. 
Mi 
rn I Mrs .I (’ VaiiBuskirk 
(Turn to Page Fourteen) 


(Int) 4. 
knocked off high total with 491 
Boston (A) 5, Newark (Int) 2. for the winners, and Jim Brady 
hicago (A) 9, George Field I, 
had 477 for the losing team. Pleas- 
Montroal at Brooklyn, cancelled, ant Valley, second placers gained 


Four-Star Pitcher 


K ing’’ oes nor the second-plac 
McLean and Fraring 
a t 
1184. Red ^ox have their regular ahort- 
Some fairly high singles were rot- stop. 
led by Fraring with 636; C. Ma- 
Fortified by 
Stephens, 
a 
.291 
hood with 600 and “War. Horse” batter who hit 14 homeruna, the 
Barney Malone ot 597, but outside Browns can start the race with 
of the toppling Clark Clark mark, their entire 1942 infield intact 
nothing exciting happened miles it George Mc Quinn at first base, Don 
was on a billiard table upstairs. 
Gutteridgo at second, "junior” at 
High All-Events 
Pete 
Julia no short and Harold Clift at third. 


Snappiest Thing on the R o a d ™ to Victory! 


Bittenbender* 
1876. 
High 
Doubles 
Berdine 
1280. 
High Single 
Jim Thomas 
281. 
High Singles 
Paul -Miller 
637. 


Clift, 
reporting 
late, 
missed 
spring training at Cape Girardeau, 
Mo., but he may be able to get in­ 
to condition 
in 
the 
seven-game 
illy series with the Cardinals, op­ 
ening tomorrow. Otherwise, 
Don 
IHIDG GE BOMBER 
Heffner, veteran utility infielder, 
Lake Charles, La., April 7 
- or Floyd 
Baker, 
hard-hitting 
Flight Officer Stanley Tiger of rookie from San Antonio, will be 
Brooklyn Jibs pledged to name his ;1t third. 
bomber after the Dodger who hits 
Baker or Mark Christman, back 
Hie first home run of tile season, from Toledo for 
another 
major 
- .......... 
- 
- 
league trial, eventually will suc­ 
ceed Stephens. 
BELE STAR MANAGER 
The 
Brown’s 
other 
“drafty 
Dundee, boxing manager, lost 19 point is in the outfield. Glenn Mc- 
men to the services including Ken Quillen is IA but he may be able 
Overfill, California Jackie Wilson to play left long enough to start 
and George Abrams. 


ST A R T S’ SE A SO Y A S" 
F U L L -F l£ O G & S T A S O F 
B O ST O N F E O SO X . 
T A IL W O JT -MANt> & L E B 
A M E R IC A N LE A O U P 
l a s t >z a s m 
y 
2 2 V IC TD SIF S ', SLAM M ED 
B O O S ZN Y A N K E E E 'F A cE 
W 
F O U T O F SZ X 
T IM E S. H E A LSO W AS 
C IQ C U IT 'S S T R IK E O U T 
K IN O W ITH ll3 . 


t* • « « t" 


BOWLING: WHAT THE 
DOCTOR ORDERED 


Lucille Ball, of film fame, is an­ 
other of the beauteous Holly­ 
wood misses who howls to keep 
streamlined, 


Wayne 
King, 
the 
orchestra 
leader, bowls regularly for his 
health’s sake, 
as 
does 
Ethel 
Shuttle movie, radio and stage 
songbird. 


PENN 
BOWLING CENTER 
710 Pa. Ave., E. 
Phone 9711 


Free instruction by appointment 
for beginners 


the team off right. 
After tile Redhead goes, Sewell 
will have the problem of select­ 
ing a running 
mate 
for 
Chet 
La abs and Mike Chnrtak. 
Avail- 


Last Night's Bouts 


A'i tnt .4 a, lated Fie t 
Philadelphia 
Roosevelt Thomas, 
161, New York, 
outpointed 
Bol) 
Jacobs, 163, Philadelphia (IO). 
Meriden, 
Conn. 
Kelly 
Jessup 
133, Springfield, 
Mass . 
knocked 
(/lit Ritiv Reeves, 130, Washington, 
D. C. ( ii. 
New Brunswick, 
N. 
J 
Jerry 
FiorUlo, J3 3 't. Brooklyn, outpoint­ 
ed Larnev Moore, 
to7Vfe, 
Hemy- 
stead, R. I. (IOU 
Fall River, Mass, 
Gene John­ 
son, 114, New York, and A) Costa, 
147, Woonsocket. R. I. drew (IO). 
Dallas 
Jack Marshall, 195, Dal 
las, knocked out 
192, Milwaukee (4) 
A Into model Uncle Sum heavy lank that bristles with bal news for the \xis. 
Con S14&.0Q0 Warren county’s 2nd 
j. 
War ijiiHii quota (or Aj/ril ol $2,62.1,000 will buy nosily 2;i of those lo be sent, with oui compliments, fc>< lim ward. 


T W E L V E 


OUT OUR WAY 
By J. R. WILLIAMS 


T I M E S - M I R R O R , 
F R I D A Y , 
A P R I L 
9 , 
1 9 4 3 


OUR BOARDING HOUSE - with - MAJOR HOOPLE OUT OUR WAY 


W A R R E N , , P a . 


BY J. R. WILLIAMS OUR BOARDING HOUSE. • with • • MAJOR HOOPLE 


B D V IS T H M G ljy SPT H A T S A BO U T RIGHT, TOO 
INDIGNANT/ H E’D V — HE. TOOK IT OF-H TO P U B < 
I / LIKE TO TH R O TTLE J HIS M O S E AM P U T IT 
\ 
- T T I M E — X TOLD HIM J OM TO T A K E TH* TO O L,,. J 
R 
M ED D R O PPED 
I ) TOOK IT O EF t o PE A C H / ' 
— —!— A /-.ive; /-vc: v-41-rt. 
J I IM EU: PO E KET... PUT IT ! 
— 
i— f\ OME O F H IS 
H ITLER 
IM H ts POC!sE;T.,.POT IT 
OM TO P IC K LIP TH ’ 
J 
ESu-v 
. H E L P E R S !) n r 11 I 
AG IM . TOOK A I 
f c i t YR_J 
' 
‘ 
- f IT OTP TO P U T T H ’ 
w P f c a f i P s " ' 
W 
o o l c h e c k . b a c k i l l * 


m £ ? ~ Je m # R 
* 


D tp / 


A H 


^ AME, MCN / TM 16 WU LL B E OME 
O' S E R JO 8 6, TO K E E P GT E A M 
p, 
UP IM T H E AWiLO 6 IR R U L / 
V Y W ' Y A H 
E R 
£ 
H E R E IS N E R SH O N EE, 
C A PT A IN ! M A C A D A M ! 
TUA' 
M PR CO AL AM' 
X A P jSU N T E D T 
yA TH A’ IS S E R CO AL AM' 
& T < lV 
A S S E N T E D X 
I 
THIS IS N E R B O IL E R / — ' 
VAAS TO B E P U R S E R 
w N E W O LL P I R E U P D L R I NI’ 
ARE- NOU S U & E & S r- ! 
j 
T H E T R IP , A P T E R . S E 
\v W 
lNiG> 1 A M 
■ ' '* 
A B S IS T IM LC A D IM ’ T h e )(f I ST O K ER AND S rE 'JE D O R E n 
ROAT/^ ^ 
^ 


i M 
l S 


I m4Al 6 VNHV 


SEASICK. ~ 
W QiAKB set 


BOOTS AND HER BUDDIES 
Quick Action 
BY EDGAR MARTIN BOOTS AND KER BUDDIES 
Nothing to Lose 
By EDGAR MARTIN 


[TSK TSK I TPS. HOUSKA S\TD AT\0^ 
AVJQ 'W 
V .' .a 
C E P T A '^ .y VOOVlS ^ A D 'A O o m S t T 
ATiT S>\\W 
P O W T W t T O W W CAW A C C O M M O D A TE ’■ ^ X ? A W O \ W G 
, 
W A ’ ON \KOQQ D'e v l W S e 
c j * l v l~ " p 9 
vwo c C t .T S 
. . 
rv-stu*' ^ 


VT V\OST 'ST. 
POOT? T n \W 6 S VOAO HAWT 
WO P lA C L TO E\We ; A ‘W s - 
TEvLWl VAA. £.jON'\P V;- OS 
iWu CDGYO DO 


S O O G A C MOOD VWNSH, 
A Q W A S C V\\\3l '.TV T u SPW A 
S O O W 6 SAX 
a t T P P OO OW 
novo,\.oo\<\Wfo top. a 
POOSV 


A VO O WO E A D S 
I I HOED 
\WQDP\W6 AD OOT 
) OW 
A P O O H 
? 
C O PA 
WlVW.TVWE W ST 
SD A K\STA\<P - j 


W-DDT — AW I VT CAW DO WO HAW TO TAYS TO VsY^ ’. 
U T T P P 
I VT S W Y O O Y S V J T S T N C P D P , S O O C A W 
S T P A W G Y P 4 T Y W W Y P 
VWY H A W Y ^ T A W S P O O V t , 
tW TPY _ J i SOO PW ONO ^ 
, 
| - WO ASYAD aYv ;W ‘ 


FRECKLES AND HIS FRIENDS 


BUT I OI DMT 
PUT UP TWAT 
SIGN! I WAS 
ONCY STANDING 
WERE LAUGHING 
AT IT/ 


A Cinch to Win 


r. 
BY MERRILL BLOSSER FRECKLES AND HIS FRIENDS 
No Sale 


\A/r’v/t: S'SAPty OOT 
To FIC-URE OUT A 
WAY TO PUT JMAT 
MF AN OLD 
•---- ■ < 
MAN IN 
/ YEAW---. 
his place K but mow? 
J 
UPt 


IR 


■THAT GUY s c u m s I CANT THINK OD 
JU ST WALLOPED 
/ ANYONE W ED 
M E' CAN I BE 
/ 
RATHER. HAVE.' 
ON YOUR SlDf T 
t 
V -------- - 


T h e b a l a n c e o f 
POWER. NOW RESTS 
v WITH THE ALLIES.'/ 


'/ C>,«,’V 5l • 
J7' 


C That s tu ff game 
FROM L A R D S GARDEN. 
AND SCUTTLE'S TRYING 
TO SELL 
oi- iT i 
/ he’s Tried 


No one in Town will 
^ ~ 4 
buy your. vegetables. > what can I 
a n d I think you 
J DQ with 
KNOW WHY/ 
s -\ THEM THEN? 


W e l l ,I w o u ld s u g g e s t y o u 
USE S O M E OF Th e TOMATOES 
TO 
D 
E 
P 
E 
N 
D 


By MERRILL BLOSSER 


ASAiNsr th e REST o f The 
To m a t o e s / 


^ 
3 
1 


WASH TUBBS 
Action Wanted 
BY ROY CRANE WASH TUBS 
Dead Eye Easy 
By ROY CRANE 


I T H 
E WEATHER 
\ 
I 
eon TOMORROW 
PREMISES IC et 


P 
E 
R 
F E 
C 
T S 
A 
S 
S 
V* 
SBCURGVLVCHAml 
TO BOMB L'eSCAJfGOU 


I S 
E 
F 
T 
R 
E 
T 
H 
E 
f l ’ C 
j 
CONVCV LEAVE < M 


JVS A0^UT \ 
I finished the 
\ 
INTELL 'CENCE 
j 
WCRK CW IT, 
5UH 


jeer.' THEN] 
fCMwRROtV MONNIN J I 
(TIS. BRIEFING 
AT 07IO 


NONE. 3L'T you MAV BE 
mtERESTED TO LEARN 
THE U-BOAT THAT MACHINE - 
GUNNED THOSE LIF E ­ 
BOATS ... THE 11-7... IS 
REPORTED to be in the 
VERY PORT WE RE BOM BW j 
e r r ' 


b l a z e s : this w a r is GETTING too >— 
ALL-FIRED PERSONAL FOR ME TO 
YOU’LL 
5IT B6HIW0 A PESIC,COLONEL. I 
/ HAVE TO 
REQUEST PERMISSION TO ACCOM- 
SEE THE 
PANY THE RAID 


WHAT* another in t e l l l je n c e c p f ic e r wanting 
TO ACCOMPANY A 0OM9/NJ MISSION/.VOT A CHANCE 
captain, u n l e s s y o u 
I’VE HANDLED PLANES a CAN ^UAUFv a s a 
AV? MACH VE GUNS 
I MEMBER OF THE 


Bant V 
HE CAN \ 
ri c ac. I 
sergeant. 
SEE IF HE 
DISMANTLE, RE- 
ASSEMBLE a n d ^ 


C =TY / YES, 
y 
-A 
s ir 


Q ,;p v , / : Q 
VQ ' i x 
M 


Z 
I 
l r -r-V. 


3 CC0. THERES 
SIOW PUTTIN'/ A WAIST 6UN. 
'EM TOGETHER, 
VACANCY ON THE 
BUT HE CAN V 
RAM BL IMG 
SHOOT THE TAIL \ 
OFF A JAYBIRD 


ALLEY OOP 


.YOU MUST DUDE I c T A KL' 
I 
f IM 
GO VTHAT VV ITM THAIS VNAr AUD 
-- *-^7135 
B A C K TO NEVERVTWIKJG.WOWMUG 
11 > 
MDOPP BUT, \ IS MUCH TOO B l Y'Y 
AU D A '* 
D O C . I ’VE- 
/ TO P E 11 MKL r Av 
V h 
a 
I OMLV JU S T \ W ITH V O D AK 3D 
BU I HF J . OL 
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Heavy Hangs Over Thy Head 
BY V. T. HAMLIN ALLEY OOP 
Feet First 
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RED RYDER 
No Time for Questions 
BY FRED HARMAN RED RYDER 
Surprise 
By FRED HARMON 
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+ County Agent's News 


More About Negotable \arietiet, 


F o r Victory Uardeu*. 


County Agent O. t 
Tritt &nci 
that gardeners who train their to- 
matoes 
up 
on 
stakes 
like 
tie 
Pritchard variety vers much Oth­ 
erwise, the Stokesdale variety foi 
early plantiiijg, and Margin be or 
Rutgers for juice, 
lf early small 
peppers are desired, the variety 
Sunny brook may be planted, but 
for all other uses there la nothing 
better than the California WonUei 


Vine crops take up much room 
in the garden, but in case they are 
grown, good use can be made cl 
Table Queen squash as an ear!} 
hiking variety and the Summer 
Straightnerk for boiling 
The late 
varieties for cooking baking Hor- 
" * or making squash pie include 


Delicious and I rue Hubbard, but if I 
taHe dr luanda the true pumpkin 
pie flavor, some Sugar Pie variety, 
of pumpkin is cl.* ii *bic 
The A 
A C . Straight h and Black Dia­ 
mond varieties of cucumbers pro* 
duce excellent 
slicing 
cucumbers! 
•mf!, while the .-.mall fruits may be 
I used for picklinu National oi (Tm 
|'-’ago Pickling va cie ties are battel 
adapted to pickle making. 


A great many types and van* 
ties of beans are grown by home 
j gardeners and many have theii 


| dergreen (green-podded > and Bm 
tie W ax i yellow-podded i ar* good 
varieties of bush type snap beans 
while Kentucky Wonder is a pole 
I type which selves much the same 
I Du roo: *! 
French 
llorticultural 
I 'bu=h type) and Kim Ho**tieultur- 
aI 
O'1’*-1 
ire 
good varieties of 
beans 
which 
are 
shelled 
while 
green and eaten Ilk* 
lima beans. 
I Fordhonk is the b< t Mina bean 


for fresh nm home canning, freez­ 
ing or drying, but if a pole variety 
is desired (Hunt Podded or Ideal. 
rn Leviathan may br used for th*' 
'-ame purposes and are of good 
quality 
Banat*! and B arly Giant 
a re good varieties of edible soy 
beans for those gardeners who w ish 
to trv this new member of th* 
vegetable fmmh in their garden-; 
this year. 


Horn 
I i O; 
f jet 


gardeners will find Span- 
.la 
to 
or Lexington va 
of sweet corn very goo.j 
> a rly va I let ie>. I or I able use. \ ii ton;* 
varieties which coin** a little Intel 
Ca.moll loss 
mid 
Lincoln are of 
better flavor and are particularly 
cood loi freezing purpose: 
\ . ^ 
late or main crop sweet corn va­ 
rlet} 
good fr» * able- use canning 
or drying 
a gardener niay use 
Golden ("rom 
Bantam 
and 
may 
plant this two <>r three different 
times at week oi ten day intervals,i 


W ill Iii IO M VKI 
\ (. MUMIN 


Wherever puss i blk 
lo* alf 
the 
fam ily vegetable garden m a r the 
house, iirgi 
County Ag* ut O. C. 
Tritt 
He points out that prompt 
accessibility is im portant 
d 
all 
timet and esp* emily for 
harvest 
lugt The area also should be eas- 
il\ accessible to horse-drawn im­ 
plements if the H^'dcn 
is 
large 
enough to w arrant their use, 
-X good garden soil 
is mellow 
and loan.} in texture w iii topsoil 
at hast eight inches 
de>*p 
free 
from stones and rubbish 
fairly 
lev*-! 
and well-drained 
A sandy 
soil will produce curlier crops and 
si anther root crops. It will drv 
out earlier in tim spring and is 
moi* easily w uilo *! lh 
, - leyey 
soil 
Heavy clay soils often 
are 
poorlv drained and mav be tight 
and poorly aerated Qj 
the other 
hand, a very' sand' soil generally 
ie more subject to drought and xviii 
require more fertilizer iii order to 


produce good crops, fin a 
farm 
where plenty ol laud is available. 
it is 
* good practice to change 
th* garden 
location 
every 
J* w 
years. 
A garden which slopes to tin 
SOU til or southeast ran be plant­ 
ed earlier because the soil will 
warm up more quickly in spring 
Late spring frosts are less injur­ 
io u s 
to vegetable crops on nigh 
than on low ground where cold ail 
tittles on still, frosty nights. Fool 
di e mage Of both water and ait 
should be avoided when selecting 
a location for a garden. 
In selecting th* 
garden 
spot 
a void large trees wherever 
pus 
sibl*. because th* 
roots of such 
trees interfere with 
Hip* garden 
vegetable 
m iuli bt yond the ex 
tent of the blanches 
Vegetables 
need full sunlight as well as a 
maximum amount of moisture and 
plaid food and they cannot com­ 
pete with trees for these ne. essi 
ties, 


( M il 
O F ^ O I NCI 
Y K G E T A B I.K P L A N T S 


Seedlings cannot he grown very 
long m tlu 
crowded row where 
the;v are first seeded, but must be 
transplanted to give the 
plants 
mort room, sa vs (Anility Agent O, 
C. Tritt. 
The first 
transplanting should 
la done when the plants ar* about 
I 1 
to 2 inches high or when the 
tir.->L true leaves appear. 
Al this 
time they are set I L to 2 inches 
apart in o t h e r boxes or flats Let­ 
tuce, 
cabbage, 
ck uli flower, 
and 
celery will med no further trans­ 
planting until they are moved to 
the garden 
Early tomatoes, pep 
pers 
and 
eggplants 
should 
h* 
transplanted 
igain 
into 
4 - in* Ii 
pots, flat?, oi other container* or 
into a coldframe as soon as they 
begin to crowd one another in the 
second flat 
It is important that th* sod in 
which young plants arc growing 


should he watered deeply but no 
oftener than necessary to produce 
a 
slow 
.stocky’ growth. 
Sunny 
norning.s are best times to water. 
Then the leaves will dry oft be­ 
fore 
night 
Hotbeds 
must 
he 
a I **red oftener than eoldframea 
h; i nns* 
the soil dries out more 
rn pally. 


Young plants sometimes rot off 
at the surface of the ground, This 
is called 
“ clamping off" 
and 
is 
(a used by 
» 
fungus. 
Frequent 
watering, 
insufficient 
ventilation, 
mid too high temperature gener­ 
ally mre responsible for the spread 
ot this disease. 
Commercial or­ 
ganic mercury compounds may be 
uaed according to directions, on 
th** seed and eel I as a partial pre 
* * id ive of damping off in the seed­ 
bed 


ll the plant? are grown in cold- 
frames 
rn* 
hotbeds, 
ventilation 
should Ii* 
provided w< never pos­ 
sible but cold drafts should be 


avoided. 
This may he opening th# 
sash on 
the side opposite that 
from which the wind is blowing 
A week or so before plants arf 
set in the garden they may bt 
hardened by gradually withhold­ 
ing water and by ventilating more 
freely, Anally by leaving off the 
sash 
entirely 
except 
on 
nights 
when there is danger of freezing. 


(»ne oi 
Mark Twains favorite 
fishes was saucissenkartoftelbier- 
sauerkrautkrank wurst, 
a 
variety 
rn German sausage. 


’’Dolly Brown” 
(nation I 
ift* for 


BROWN’S 


combination last, arc h support 
shoos for women— $3.99 


BOOT 
SHOP 
342 P#nn«. 
A v W. 
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•CLASSIFIED* 
ADVERTISING 


I CASH PRICES] 


Average Words 
I day 3 days I wk. 


Up ta l l words or 3 lints .30 
AO 
1.42 


20 words er 4 lines . • 
.44 
1.20 
2.14 


21 words or I lints . . 
.§6 
1.50 
2.74 


30 /erds or 4 lints .. 
.44 
1.10 
3.24 


31 words or 7 lines . • 
.77 
2.10 
3.7S 


46 wards or I lines .. 
. ll 
2.40 
4.32 


I 41 wards ar 9 lints . • 
SO wards ar IO lints . . 


. ll 
2.70 
4.14 


LIO 
3.00 
8.40 


K l wards ar 11 lints • • 1.21 
3.30 
S.t4 


40 wards ar 12 lints . . 1.32 
3.40 
4.41 


Employment 
<•»ntvw ~r,~- -- - - 
'»• ■ - 
SS 
Help Wanted—Female 


WAITRESS wanted, 
steady or 
part time. 
Inquire Blue and 
White Restaurant. 
ss 
Help Wanted—‘Male 


V V W ^ W y W W W W ^ ^ ^ A A /N A /V > A A A ^ i 
Announcements 


7 
Personals 


CRYPTS in Mausoleum for sale. 
Inquire of W. A. Walker, Times* 
Mirror office. 


It 
Strayed* Lost* Found 


LOST—Book of 25c defense stamps, j 
Reward. Return to 668 Crescent 
Park after 6 P. M. 
LOST—Man’s black pocketbook, 
containing sum of money. Kindly 
return to Times-Mirror. Reward. 


LOST 
* Between Pittsfield and 
Warren, lady’s heart shaped Bul- 
ova watch. Reward. Betty Holmes, 
Pittsfield._____________________ 


BLACK male cocker spaniel dog, 
name “Skippy.” Reward. Maynard 
Johnson, Pleasant Twp. Call 520-J. 


FUR LINED left hand glove found. 
Owner apply at Times-Mirror 
office. 


WANTED—Young man for gro­ 
cery store after school and Satur­ 
days. Phone 9719. 
84 
Help—Male and Female 


WANTED—Couple in New Jersey, 
woman cooking, man tend small 
garden patch. Excellent room and 
meals. Salary 850 per month. Per­ 
manent job for couple desirous of 
good home. Write Box 50, care 
Times-Mirrdr 


86 Situations Wanted—Female 


POSITION by experienced stenog­ 
rapher and bookkeeper. 
Prefers 
war work. Box 373, T*raes-Mirror. 


Financial 
•^AfUTAATjAAJVVVirir r. *r ai*. 
88 
Business Opportunities 


G. DAW SON CO. 
"A LOCAL LOAN AND 
FINANCE SERVICE" 
Car. Penna, Ave. and Liberty St. 
Second Floor 
Telephone 155 
Warren, Pa. 


Real Estate for Rent 


74 
Apartments and Flats 


OPA Shakeup 
Is Anticipated 


Agencies Act Quickly 
On Freese Order 


VERY desirable 6 room side apt. . 
„ 
Furnace, garage. State St., North ty ^or a formal report from 
Warren. Call Geo. Strickland. 
“— I-rt --------- 
-------- 


Washington, April 9—(2P)—As­ 
sociates of OPA Administration 
Prentiss M. Brown asserted today j veto, 
that a reorganization of the ag­ 
ency’s policy-making offices may 
be expected by the end 
of 
this 
month, and predicted ‘‘business­ 
men’’ will replace ‘‘professors’’ in 
several key jobs. 
Brown, they said, is waiting en­ 
tire 


(From Page One) 
toed as inflationary, was placed in 
legislative cold storage when the 
farm bloc was unable to muster 
sufficient votes to override 
the 


Fresh Killed Chickens 


I. I. ANDERSON 
RED db WHITE STORE 
Phone 1942 
1817 Pa. Ave., E. 


5-ROOM apartment, 
first 
floor. 
Newly decorated. Call 1948. 


Politically, the action was inter­ 
preted as an effort to spike whis­ 
pering demands of labor based on 
rising farm prices and of farmers 
based on rising wages. It also was 
regarded as the White House ans­ 
wer to John L. Lewis’ demands for 
a $2 a day increase in mine wages. 
In directing Price Administrator 
Prentiss M. Brown and Food Ad­ 
ministrator Chester C. Davis to put 


special committee he created to 
study the organization aspects of 
OPA. This committee is headed by 
Clyde L. Herring, who has been an 
ceilings over farm prices, the pre- 
j open advocate of changes. Herring . Bident specified that in some cases, 
FURNISHED 2-room apartment. 1 recently said his personal opinion i in which prices already are above 
Use of electric washer. Phone wag that no man is qualified to the levels of Sept. IC. 1942, that 
1806-R. 
make OPA policy unless ‘‘lie had ! prices "be rolled back.’’ 
— 
-----------either carried a payroll or a prec- 
In this connection, it was under- 
APT. 2 or 3 rooms, bath. , inct.»» 
stood that OPA would like to de . 
- 
. 
.. 
^ 
, 
Utilities furnished, private, adults. 
Herring said today that the re- press hog prices from their current ception center. He was scheduled 
Near shops. 120a Penna. Ave., ^ -; port and committee recommenda- 
levels in the vicinity of $16 per to leave with the last group of 
tions will be completed in IO days 
hundredweight 
down 
to 
about selectees but was deferred a few 


SPECIALS for SATURDAY 
OIH’SHED ORANGE CAKE—Made with Fresh Oranges, .en, 35c 
LIGHT AND DEVIL FOOD CAKES ................. 29c, 35c and SOC 
CHEF SPECIAL COFFEE CA KEH—With (w arn Fillings, ea . 25c 
BI TTER COFFEE RINGS—Assorted Fillings....................ea. 25c 
HOME-M ADE NUT BREAD ................................................ loaf 25c 
FRESH PIES—Apple, Peach, Pineapple, Huckleberry, 
Minco, Lemon Meringue .....................................1 2c and 29c 
ALSO OUR GOOD BREADS ................................................ loaf IOC 
SLIC ED BREAD ................................................................... loaf lie 
MOSTERT^ BAKERY 
PHONE ‘.’SHM 
SHOP EARLY—W E CLOSE AT 7 P. M. 


Dennis DiPierre, who operated 
tile White House Inn for the past 
stood that OPA would like to de- 
years left yesterday for a re- 


LOST Ration Books No. I and 2 
cfi! Hazel Richards. Finder please 
return to 18 H Elm St. 


DINOR—ideal for hunting camp. 
Ten by thirty feet, easily moved. 
Electric wired, also gas range 
with grill like new with fan and 
hood, booths, stools, pop cooler, 
counter, all in fine condition. 
Sell all or part at sacrifice. O. K. 
Service Station, North Warren. 


Live Stock 


48 
Horses, Cattle, Vehicles 


S COWS, 2 fresh and I to freshen, 
one sow to farrow. Geo. Sweda, 
Tidioute, Pa., R. D. I. 
FOR SALE—6-year-old Guernsey 
cow, fresh in few days. 
H. S. | 
Sipple. Russell, Pa. 
i 
15 HEAP Kenvir, ky saddle horses, I 
fresh from Blue Grass Country, i 
5 and 3 gaited. 
Stockton Bros., | 
Columbus, Pa. 


49-E Hatching Eggs for Sale 


3 FURNISHED rooms, bath. Pri­ 
vate entrance, garage. Inquire ll 
Crescent St. 
to two weeks. 
$14.80. Some farm commodities days to close his business affairs, 
which are still below parity levels 


420*2 POPLAR ST., small fu m -1 
ished apt., garage, private. Avail­ 
able now. 
Call 873-W. 
TIMES TOPICS 


FOR RENT—Unfurnished second 
floor apartment. Central location. INTERESTING VISITOR 


may be spared tempersrily 
maximums. 


Washington, 
April 
9. 
President Roosevelt held 


from 


(.Pi- 
out 


LL (j.g.) Herbert P. Stone, Jr., 
of the U. S, Naval Reserve, 
is 
spending the weekend with his par­ 
ents at 205 West Third avenue. Ile 


Inquire Times-Mirror office. 


77 
Houses For Rent 


SMALL HOUSE—6 roomsT good 
location. 
Phone 1708-W. 
If no 
answer, call 1000. 


Visiting in Warren at present 


SMALL HOUSE — Low- rental 
Garden. 
Immediate 
possession 
J. C. Renne, Venturetown. 


81 
W’anted—To Rent 


BILLFOLD 
containing 
Gasoline PA. STATE tested N. H. Red hatch- 
Ration Book and Driver’s License, 
ing eggs, $1.00 a setting. Gallagher 
belonging to Kathryn Martin. 1 Poultry Farm. Phone 906-J. 
Please call S73-J after 5 p. rn. 
I 49-C 
Hatching Eggs 
Automotive 


l l 
Automobiles For Sale 


1939 FORD DEL. COUPE 
1939 Ford Stand. Coupe. 
1939 Chev. Master Deluxe Coupe. 
1937 Ford Deluxe Tudor, new’ 
motor, new paint. 
•- 1936 Chev. Coupe with built-in 
box. 
1932 Ford Pick-up. 
1936 Ford Sedan. 
2-1930 Ford Coaches. 
MARINER BROS. 
Youngsville. Pa. 
Phone 22341 


BUFF-COCHIN and light Brahma 
hatching eggs. Fertility guaran­ 
teed. See Mrs. Myra Hanmore, 
Clarendon. 


RESPONSIBLE man and wife de­ 
sire small private unfurn. modern 
apt. or cottage. Centrally located. I 
Garage. 
Write “Apt.", care of 
Times-Mirror. 


WANTED 
TO 
RENT a 
farm 
equipped with stock and tools. 
by a couple with 
one 
child. 
References if required. 
Write: 
Akeley, R. F. D. 2 care Geo. 
Widdifield, 


Real Estate for Sale 


Brokers in Real Estate 


to expects to leave Sunday morning 
consumers today the prospect that i for Hartford, Conn., to assume his 
his order to hold back prices and duties in tile I T . g. Naval Reserve, j 
a . 
TT 
m wages means early establishment 
^ 
* 
f 
. , °Ji& 
Williams, U. s>. of doiiaj-g.and-cents ceilings on all 
William R. Grove, son of Mrs. 
Army Air Force, of Providence, j food commodities that affect living Ella Grove, 103 West Frank street. 
R. I., who recently returned 
(ran 
t , 
left Wednesday to take 
Marino 
canTl. “ sgt Williams Tnu“ 
n! 
His sweeping 
decree to "hold C o y Training at Parris Island,; 
the army six years ago and 
h a s I the line” against inflation.brought s ‘ c ’ 
seen considerable active service.1 L'om Senator Bvrd (DA*.I the 
comment that "this should have 
been done long ago.’’ 
President. John L. Lewis of the 
United Mine Workers, said, how­ 
ever. the order "leaves the mine 
workers still hungry and resentful,* 


He has accepted an invitation to 
speak at the meeting of the War­ 
ren Kiwanis Club next Wednes­ 
day noon at the Carver Hotel. 


Clifford Graham, son of Mr. and 
Mrs. H. G. Graham, 700 East 
street, is spending the weekend at 
home. He is stationed at New Bed­ 
ford with the nixy radio school. 
Personal 
Paragraph, 


Washington. April 9 —(A*)- Pre­ 
sident Roosevelt said today 
that 
dollars-and-cents 
ceiling 
prices 
probably would be placed on all 


50 
Wanted—I Ive Stock 


WANTED to buy all kinds of 
market poultry. Angove’s Mar­ 
ket. Phone 1415. 


BROKER in Real Estate. Warren 
Real Est. & Inv. Co. Call 2140. ' 


8$ Farms and Land For Hale 


31 
Merchandise 


Articles for Sale 


SMALL farm on Sugar Grove road, 
2 liii. west of North Warren. D. 
A. Mealey. R. D. 2. Warren. Pa. 


Mrs. Davidson Kennedy, of Phil­ 
adelphia, is in towm visiting family 
and friends. 


Mrs 
F. M. Caughey, moving 
from Wilkes-Barre to Canton, O., 
is here making preparations. 


Mrs. Raymond Ingersoll, of New 
York City, is visiting the Clary 
families and other in town. 


Chief Urges Defer 


MINERS RESENTFUL 
New York, April 9. 
(AM 
John L. Lewis, president of 
the United Mine Workers, de­ 
clared today that President 
Roosevelt's 
"hold 
the 
lino" 
order against inflation left the 
problem of the mine industry 
I unchanged, and left “the mine 
workers still hungry and re­ 
sentful in having their de­ 
mands for breed made a poli­ 
tical pawn." 


2:00 QUOTATIONS 


Reported by Kay, Richards 
and Company 


J A t i v n i i e n t ! H e m - s v u ' i t ' v s ! 


Buy Now! Carload Just Arrived! 
SEED POTATOES 
Buy now! Yen scarce! Bring your own bug 
FOX BROS. MARKET 


Phone 2421 
Open Until 9 P. VI. Saturday 
We Deliver 


ONION SETS 
now— 5 lbs. to e customtr 
n, 15c 


FRESH ASPARAGUS 
n — 
bunch 


INDIAN RIVER ORANGES 
..... 69c 
Buy a era ta at wholesale price 


Yes, We Have Potatoes . . . Fancy Table Potatoes 


Warren Havings Bank Bldg. 


DOM-JONES IND. AVOS. 
132.98 off 2.64 
Volume 1,818*009 


Industrials and Olla 
Allegany Steel ....................... 24’* 
Allied Chem and Dye ............154% 
American Locomotive ........... J 3 
American R adiator............... 
9 
American Rolling Mills . . . . IST* 


IF IT GROW S. W E ll AX IO IT—W ater crc**, ’Chokes. F resh Beans, 
Cauli (lower. Bert Greens, Fresh Pineapples 
Invest Today in Bonds for Victory—-Second W ar Loan 


Food A-plenty— and So Easy lo Shop at 
F 
r e e lr i e k s e t n 
M a s te r M a r k e t 
816 PENNA. AVE., EAST 
PHONE 9719 


UNDERWOOD No. 5 typewriter 
for sale. Inquire 15 Oak St. 
FORD V8 rebuilt distributor, $2.65 


FOR SALE 
64 acre farm on 
Brown Hill. 11 ■_> miles from Chand­ 
lers 
Valley, 4% 
miles 
from 
Youngsville. 
Howard 
Garber, 
Torpedo. Pa. 


_____ 
food commodities which affect liv- „ t4t 
t 
mant of Fathers 
'iubuiiitio!! F'd?r«SS'. aS S S w sm eit'lnd‘£ r * 'I .' 
said the Office of Price Adminis­ 
tration might be able to present 
specific ceiling price plans tomor­ 
row’. following (hose now laid down 
for meats. 
Byrnes was sitting in on a pre­ 


roe St. Phone 1263. 
MAN’S light weight bicycle. Used 
very little. 
Inquire i l l ? Spring 
! St. 


1941 CHEVROLET TOWN SEDAN j exchange. Saturday only. 8 Mon- ! 
1940 Chevrolet Sport Sedan 
1937 Plymouth Sedan 
1937 Chevrolet Town Sedan 
We pay spot cash for used cars 
B A E CHEVROLET CO. 


l041~DODGE TOWN SEDAN 
1938 Ford V8 Coach 
1931 Ford 4 Coup* 
1934 Ford V8 Coupe 
1040 Plymouth 6 Coach 
1939 Buick 8 Sedan 
1938 Desoto 6 Sedan 
C. C. SMITH CO.. INC. 
• Water St. 
Warren, Pa. 


Houses For Sale 


BRICK residence 7 Elm St. Nine 
rooms, two baths, basement with 
laundry, furnace, play room, stor­ 
age room. Telephone 1617. 


FOR SALE — Bicycle, practically 
Lots ^or ^a,e 
new’, equipped Tri th light and 
lo t chemical wood, stand- 
reasonable price. Inquire 
m 
fnr salc 
Wri,„ Bnx 572 
Atlantic. Pa. and Water, before 
*„ 
7:00 p. rn. 


(From Page One) 
been announced officially but have 
received wide publicity, 
drafted are those married when 
drafted are those married when 
their 
induction 
was 
imminent. 
Under tho revised rules, the ques­ 
tion of imminence will not be a 
factor. 
Only those fathers whose 
children were conceived after Dec. 
7. 1941. will be drafted. 
Hafer. who openly discussed the 


American Sugar .................. 26 
American Water Woi’ks . . . . 
6% 
American Tel and Tel ........142% 
American Tobacco B ........... 53sh 
Anaconda ............................... 2ft8* 
Atchison ................................ 54 


FRESH CREAMERY BUTTER - - 53c 


Buy Non! Slock up! No Hoatrlotlons! 
LIBBY'S OH KEYSTONE EVAPORATED 
MILK 
tall cans 


E J V A EIV D 
XA 0 •“ 
o i l l l i t n 
* 
W G 
(a 
MA v 
. 
J 
/ . 
Bidential pre.s confirmee, which BOtfm^r. ind Ohio 
Barnsdall ........................... 
Bethlehem Steel .............. 
Blaw-Knox ....................... 
Briggs M fg ....................... 
Byers Pipe ............................. 14 


43 


98 


56 
Fuel, Feed, Fertilisers 


IO TONS good timothy hay. John 
Moravek, R. D. 2, Warren, Pa. 


89 
Wanted—Real Estate 


1941 DESOTA 6-PASS. COUPE 
1938 Dodge Sedan 
1937 Dodge Sedan 
19S7 Ford Sedan 
C. A. HUBBARD MOTOR SALES 


CHEAP wooden building wanted 
to tear down. 
Write ‘‘Bldg.’’, 
care Times-Mirror. 


17 
Wanted—Automotive 


WE PAY CASH for used cars and 
light trucks. 
Earl Weaver, 41 
Main St., Oil City, Pa. 


VICTORY garden fertilizer, peat 
moss, bone meal, sheep manure, 
lime, lawn seed. L. A. Carlson. 
407 Madison Ave. Call 1562-J. 
CHICKEN MANURE—$4 a load. 
Gallagher 
Poultry 
Farm, 
634 
Beech St. Phone 906-J. 


90 
Public Sales 


Public Hales 


39 
Household Goods 


Business Service 


l l 
Business Services Offered 


WE SPECIALIZE in moving, pack­ 
ing, 
crating 
household 
goods. 
Phone 35. Maaterson Transfer Co. 


GASOLINE table top range. In­ 
quire Victor Granquist, Akeley, 
Pa., R. D. I. 


2 SOLID walnut diningroom suites, 
used; one a 9-piece and one an 8- 
piece; very good values. Biont quiet 
Furniture Shop, North Warren. 


ELECTROLUX 
cleaner 
service. OS 
Beedi, Plants, Flowers 
Factory representative. 
Genuine I 
y ’r r r 
— TTT,-------- 
parts. 
Factory guarantee. 
Call j -*2® BU* } lctory oats,fielding over 
B A B Smoke Shop, 235 Liberty, £5 bu A. Homer Gibson, Yankee 
St. Phone 913. 
I Bush Hil1- P*1011® 5022-R-13. 


THERE S A REESON why partic- j *6 
W anted—To Buy 
SSK pe°ple sen;‘ the,ir c!°the* 
! CHILD’S tricycle in good condition 
W ills. Our modern cleaning plant 
wanted. 
call 1525 
gives you the best work, prom pt 
;______ 
service, low prices. Wills Cleaners, 9x12 RUG— Must be in good condi- 
327 Penna. Ave., W. Call 452. 
' don. Write Box 551, care Times- 
UPHOLSTERING, repairing furni-; , 1?.!T0r; 
___ ____________ 
ture, awnings. 
C. M. Folkman, 
108% Frank St. Call 419 or 586-J. 


Wanted- 


AJR-WAY CO. Vacuum Cleaners. 
Rebuilt! for sale all makes. Have 
your cleaner serviced NOW’, l-ycar 
guarantee on all makes. 
Call 
Warren 2129-J. 


IS 
Moving, Tracking, Storage 
DON’T WAIT for the spirit to 
move you. Call Warren Transfer 
and Storage Co. Phone 1193. 


WANTED—Baby bed, also aet of 
musical horns. 
Write Box 495, 
care Times-Mirror, 


WANTED—To buy garden tractor 
with cultivator attachment. Write, 
stating location and price, to 
Fred Gates, Pleasantville, Pa., or 
phone Pleasantville 2151. 


WTANTED to buy—Electric wash­ 
er. 
Must be in good condition. 
State make to Box 48 care Times- 
Mirror. 
Employment 


Ut 
Help Wanted—Female 


WANTED—To buy welding ma­ 
chine. 
Write 
‘‘Machine’’, 
care 
Times-Mirror. 


WOMAN wanted to launder 30 to' v. ANTED—Wiping cloths. 
Must 
50 Sheets per week, must have 
white, clean and large iize 
mangle. 
Ihqulre 
210 
Penna.1 Sc lb. Bring to Times-Mirror. 
■At. Vt W 
* 
Real Estate for Rent 
WOMAN wanted for housework. 
Family two adults. Can stay in 1 
cr out. 
Evenings and Sundays; 
free. Write Box 463 care Times- 
Mirror. 


MIDDLE aged lady wanted for 
light housework and companion 
to an invalid. 
207 N. South» 
street. 


I CHAMBERMAID 
I ver Hotel. 
wanted at Car- 


It has been estimated ‘ that nine 
billion board feet of lumber will 
he used in 1943 for boxing 
and 
prating war materials. 


74 
Apartment* and Flats 


TWO apartments, newly redecorat­ 
ed; 4 rooms, bath; 5 rooms, bath. 
Inquire 3rd floor 417 Pa. Ave., E. 


FOR RENT” Front second floor 
apartment, six rooms and bath. 
Warren Land Company Building. 
225 Penna. Ave., w. 
Immediate 
possession. 
Will decorate to suit 
tenant. Inquire Times-Mirror office. 


2 OR 8 furnished rooms. Private 
entrance. 
Utilities 
paid. 
16 
Went, 5th Ave. 


AUCTION—At the John Louns- 
bury Farm (Seldom Rest), % mile 
south of Busti, on the Busti- 
Sugar Grove highway, Saturday, 
April IO, 1943, at IO A. M. sharp. 
All the personal property on said 
farm, consisting of the following: 
50 milch cows, mostly Holsteins, 
some Guernseys, some fall, some 
fresh and some springers. 
This 
dairy produced 37.498 lbs. milk in 
the month of March. 1943. with 
an average test of 3.75. Three 2- 
year-old heifers. 4 1-year-old heif­ 
ers, 2 bulls. I Holstein, I Guern­ 
sey, I pair roan horses, weight 
4000 lbs., 2 sets doub’e harness. 3 
pr. housings. 6 collars, 4 shoats, I 
hog, 50 chickens. I International 
04 tractor on rubber. 3 sets trac­ 
tor plows. 2 sets tractor discs. I 
tractor mowing machine. I mow­ 
ing machine, I hay loader. I side ' 
delivery rake, I dump rake, I hay 
tedder, I International corn har­ 
vester. I International ensilage 
cutter, one 16-disc drill. I lime 
sower, one 2-row wheel cultivator, 
I wheel cultivator, I land roller,! 
one S-section spring tooth harrow, I 
one 2-section spring tooth harrow, | 
I drag saw rig, I buzz rig. 2 sets 
bob sleds, I fanning mill, 2 walk­ 
ing plows, 2 walking cultivators, 2 
shovel plows, I concrete mixer, 3 
rubber tire wagons, 3 iron wheel 
wagons, I corn planter, 5 h ay . 
racks, I loading cart, I gas engine 1 
with pump jack. I rip saw and 
emery grinder with electric mo­ 
tor, SO milk cans, milk pails and 
strainers, 
one 
3-unit 
DeLaval 
milking machine, 50 tons hay, 25 
tons feed, IOO bu. oats, quantity j 
lumber, 4 bales binder twine, 7 1 
bales barbed wire. I ensilage cart, 
I litter carrier. 2 wheelbarrows. 
15 ft. ensilage in 18 ft. silo. 
All 
other small tools. 
Terms: Cash. 
Lunches served. 
D. J. Bissell, j 
Owner. 
Frank 
Dennison, 
Auc­ 
tioneer. Phone No. 2-114. 


A brass hat-plate bearing sn 
eagle served as the insignia of 
the U. S, Marine Corps in 1804. 


dealt largely with the chief exe­ 
cutive's new’ order 
designed 
to 
help 
combat 
inflation through 
more rigid restrictions on prices 
and wages. 
The president said 
the 
whole 
A1 
new lilies, was told by one draft problem resembles a four-legged Lana a tan Pacific ................... J > 
board member last night 
that a 
stool. 
Calumet and H ecla................. 
8- 
stay in the induction of 
fathers Food prices are 
one leg, wages L’erro de Pasco 
................... 40' 
would 
mean 
that many 
board another, rationing a 
third, 
and Chesapeake and Ohio 
quotas would not be met. 
taxation and saving are the fourth, I Chrysler .................... 
_— 
— — 
jig said 
i Coca-Cola ......... 
Fulgurite, commonly called ‘‘pet- 
An effort is being made, he said, Co1 Ga* ancj Jjl*c ................ 
rifled lightning,’’ is formed when 
to prevent ups and downs and to Consolidated Edison ......... 19 * 
lightning strikes sand, fusing the 
ffet on a more even level, using all Commercial Inv. Trust ....... 37 a 
11 
*** 
four legs to prevent the stool from Consolidated Oil .................. 
9 * 
falling over. 
Continental Can ...................... 31 
His executive order was a step Curtis Publishing Pfd ...........33 * 
in that direction, he said, but con- Curtiss->\ right .................... 
9 
gross still has to provide the fourth Oome Mines .......................... 11 1 a 
leg. taxes and savings. 
Tho president’s action on farm 
prices was interpreted by govern­ 
ment economists as preventative. 
Tho processed products sold to con­ 
sumers 
meat 
from 
livestock, 
bread from wheat, 
etc. are al­ 
ready controlled fairly thorougly.. _ 
. . . 
But by holding the price of the 
yispira ion Copper • • •• 
basic commodities, the 
president “Pnes an<[ Laughlin Com 
. - 
* » 
- 
Kennecott C opper.... 


6 58c 
Buy a Case of 48 Cans— $4.59 


ARM OUR’S TR EA T OR S W IFT ’S PREM 
LUNCHEON MEAT 
points 35c 


particles in its path. 


Buy Unrationed Freeh Frozen 
Fish • Frying Chickens - Broilers - Ducklings 


Plenty Fresh Frozen Strawberries, Sweet Potatoes 
ONION SETS Small Weitern— Buy Now tfc 29c 


OPEN FRIDAY AND HATT RDA V UNTIL » O'CLOCK 


Hove Your Easter 
Clothes Cleaned Now 
f/alone A Co• 


Delaware and Hudson 
General Electric .............. 
General Foods................... 
General Motors ................ 
Great Northern Rwy ... 
Goodrich............................. 
International Nickel .... 
International Tel and Tel 


Allies Drive Forward 
On All Fronts 


PAINTING 
By Brush or Spray 
WALL W ASHING 
PAPER CLEANED 


9 North St. 
Phone 1905-R 


GIRL FA TA LLY BURNED 
Altoona. April 9. 
(AM- Burna 
suffered Feb. 8 when her clothes 
were ignited by a kitchen stove 
< From Page One) 
proved fatal to Betty L. Trout- 
Burnia British 
report 
"no man, 
10-year-old Altoona school 
change" in fighting along Bay of girl. 
She died yesterday in a 
Bengal ( oast; RAF bombers, 
fight- hospital. 


FOR SALE 
Property consisting of house, 
barn and 2 acres of garden. 
( all 247 or Write 
H. ABPLANALP 
SOS Jackson Ave., Warren 


was represented as trying to fore 
stall any 
retail pr 
Except 
.said the civilian items presently 
outside of price control are neg­ 
ligible. FYesli flail and poultry are 
examples. 
With regard to wages, the pre­ 
sident aaid the regulatory agen­ 
cies "ere directed to authorize no 
further increase in wages or sal­ 
aries except such as are clearly 
necessary to correct substandards 
of living, provided that 
nothing 
herein shell be construed to pre­ 
vent such agencies from making 
such wage or salary readjustments 


National Dairy Prod. 
National Supply Co . 
New' York Central . 
North American 
Northern Pacific ... 
Ohio Oil ....................... 
Paramount Picture* , 
Phillips Petroleu. a 
Packard Motor .......... 
Public Service of N J 
Phelps-Dodge .......... 
Pullman ....................... 
Penna R R ................ 
Pure Oil ..................... 


6 U U , U U U 
A A ID 
t i u u p o 
G W ” 
*4141 
against Hie coast under assault by u 
American, 
British 
and 
French 
5 2 , 


DEFENSE TRAINING 
Short, Intonsivt Course 
For Men and Women 
Mathematics, 
Blueprint 
Reading, Hhop Practice, 
Drafting, and 400 Other 
Subjects.......................... 
31 Y'ears in Business 
INTERNATIONAL 
CORRESPONDENCE 
SCHOO LS 
Scranton, Pa. 
Local Representative: 
L. E. JOHNSEN 
407 West St., Warren, Pa. 
Phone 1987-J 


as may be deemed appropriate and 
may not 
have 
heretofore been „ 
fp .................. 
made to compensate, in 
accord- Republic Iron and Steel 
anc*' W’yith tile little 
steel 
for­ 
mula x x x for the rise in the 
coat of living between Jan. J. 19(2, 
and May I, 1942 (15 per cent.)’’ 


Key Officials WHI 
Discuss Food Traffic 


Seaboard Oil 
Sears, Roebuck ................. 
Southern Pacific ............... 
Standard B rands............... 
Standard Oil of California 
Standard Oil of Indiana .. 
Standard Oil of Ne Jersey 
Socony Vac ....................... 
Sherry Corp ....................... 
Stewart Warner ............... 
Studebaker ......................... 
(From Page One) 
exist a lack of coordination be­ 
tween the OPA and the food ad- Texas Corp .............. 
ministration? 
Timken R B ............ 
Even before tile hearing began 
Detroit Axle 
reports circulated that a reorgan- 
ization of OPA'a policy-making 
setupu may be expected bv the end 
of this 
month. 
Associates 
of 
Brown predicted that "professors’’ 
holding several pivotal jobs will be 
replaced by "businessmen" 


Tidewater Associated 
Union Carbide and Carbon 
Union Oil of California 
Curb Market and Outside* 


Tokyo Claim of Vic­ 
tory Unconfirmed 


American Cyanamid "B" 
Arkansas Gas "A” 
Carrier Corp ................... 
Cities Service Common . 
Cities Service Pfd........... 
Gulf Oil of Pa................... 
Lone Star ....................... 
Niagara-Hudson Power . 
South Penn ..................... 
United Gas ..................... 
Union Pacific 


Everybody Reada the Time*-Mirror 


FOR SALE 
EAST SIDE: A nice five-r'um home with hath, furnace, laundry 
and other conveniences. Large fine lot, garage, poultry house for 
IOO chickens. 
Paved street. 
$4,000, with part cash. 
F. E. REDDING, REAL ESTATE 
Woolworth Building 
Phone 2138-J 


(From Page One) 
In the skies. American 
heavy 
b om b ers dropped 13 tons of high 
explosives on the Japanese head­ 
quarters at Toungoo, setting fires 
visible for 20 miles, 
and 
U. S. 
fighter planes destroyed an enemy, Vanadium .. 
supply dump at Ningani in central Warner Brea 
Burma. 


S311 , rs strafe Japanese on Mayo pen 
23'j insula. 
' 
On the Tunisian front, Die I t.a I - 
38 8h I pin command painted a bleak pie- 
19'2 1 ture of Hie situation confronting 
18 
'200.000 Axis troops now 
IO', 
in k 
forces in every sector. 
"Italian and Uci iuui) formations, 
though Isolated and harassed by 
227* j enemy columns, strenuously fought 
4874 I in strongpoints assigned to them, ’ 
4®* the Fascist communique said. 
1 
6 
Meanwhi l e, th e G er m a n -c o n tr o l­ 
led Paris radio q u o ted B erlin m ili­ 
tary quarters as e x p e c tin g "a big 
naval b it t ie in 
th e 
M ed iterra n ­ 
ean.'’ 
On land, dispatches said (J. S. 
troops under Lieut,-Gen. George S. 
Patton, lr., were pounding 
at 
German armored forces near Alaz- 
zotiiiH, only 25 miles from the 
coastal road, in their drive toward 
tile sea from Maknassy. 
The German high command as­ 
serted that 33 Allied tanks were 
destroyed as Axis troops repulsed 
strong British and American at­ 
tempts to break through in the 
central and northern sectors. 
Pursuing Field Marshal 
Erwin 
Rommel from the south, Gen. Sir 
Bernard L. Montgomry’s 
British 
8th Army had advanced at least 
15 miles north of the 
Wadi 
El 
Aka rh defense zone, 
itself 
to 
miles north of Gabes, and British 
vanguards were now striking Into 
the Cekhlra (La Skhtrra) region 
only 50 miles below the important 
port of Sfax. 
On the northern 
front. Lieut,- 
Gen. K A, N. Anderson’s British 
1st army was reported hammer­ 
ing German strongpoints within 
27 airline miles of Tunis, the capi­ 
tal, advancing on a 12-mile line in 
the Medjez-Fl-Bab sector. 
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SC HOOL HETH RECORD 
Johnstown, April 9. 
(.P) 
Pu­ 
pils at Cochran Junior High School 
decided to raise $900 within a 
pinned 1 month to purchase a Jeep. But in 
four-day bond sale they raised 
019.45 enough for two jeeps 
and then som e. 


MONUMENTS 
Hadfield Marble A Granite Works 
311 S. Fraley St., Kane. Pa. 
Send for Booklet 
, Representative Will tall On 
Request 
Phone—Kane 452 


Warren Sheet Metal Shop 
Rooting. Sheet Metal Work, 
J*nox Air Conditioning 
Equipment. 


ll Clark St. 
Phone 1811 


39 »* 
3 ii 
12 s * 


76 
43% 
O’* 
2 1 •. 
45% 
1% 
90'- 
U s R ubber..............................36 
United Gas and lmpv't .. 
U S S te e l......................... 


AU animal and plant life is be­ 
lieved 
to 
contain 
glycerine 
rn 
some form 


Westinghouse B lee............... 
Western Union ..................... 
Woolworth ............................. 
Yellow Truck ......................... 
Youngstown Sheet ani Tube 


8 •*»» 
55'* 
21 
ll** 


34% 
36% 
16% 


TREASURY BALANCE 
Washington, April 9 -(A*) 
Die 
position of the treasury April 7: 
Expenditures 
$304.812,751.61, 
net balance $3,166,387.27; working 
balance included $2,403,549,905-07; 
total debt $1 2 0,232,154,37L26: in­ 
crease over previous day $229,229,* 
473.06. 


RECORD 
HEADQUARTERS 


We have the latest 
"Hit Parade" Numbers 
and your favorite 
Albums 
e 
2c Each Paid for 
Scrap Records 
e 


'Y* Observing 
World Service 
This Month 


Joining with other Y, M. C. A 's 
throughout North. America, 
the 
Warren "Y” during April is ob­ 
serving 
World 
Service 
month, 
dedicated to the work being done 
in many lands by the association, 
according to General 
Secretary 
Ralph H. Wagner. 
A campaign 
for $733,041.39 to finance the war- 
expanded program of service is 
being held. 
Walter Zimmerman, a member 
of the World Sendee staff of the 
"Y”, who is home on leave from 
his station in Thialand, is spend­ 
ing several days in W arren meet­ 
ing with individuals and groups 
Interested in the work in foreign 
fields. 
Last night Mr. Zimmer­ 
man met with tho local “Y” board 
of directors, giving a most inter­ 
esting statement on the World 
Service situation as it now is in 
this time of emergency. 
World Service includes a wide 
variety of activities in many na­ 
tions throughout the world, ac­ 
cording to Mr. Zimmerman, who 
said that as late as last Decem­ 
ber, tile Y. M. C. A.'a of the Unit­ 
ed States and Canada were contin­ 
uing work in 14 of the 30 areas 
abroad where they had been ac­ 
tive at the outbreak of the war. 
Forty North American “Y” sec­ 
retaries have been 
assigned to 
this work, aided by national work­ 
ers estimated to number 1,000. 
These men are active in Free 
China, India, Ceylon, Egypt, Pale­ 
stine, Turkey, Poland - in - Exile, 
Portugal, Mexico, Peru. Chile, A r­ 
gentina, Uruguay and Brazil. 
So 
far as can be ascertained, Mr. 
Zimfnerman said, work also is 
continuing on a limited scale in 
Japan, Korea, Manchuria, Occu­ 
pied China, tile Philippines, Thai­ 
land, Poland and Rumania. 


From a Soldier On 
Guadalcanal 


The following clipping is taken 
from the St. 
Petersburg, 
(Flu.) 
Times of March 30, 1943. We feel 
it is worth passing along as citiz­ 
ens of W arren county are prepar­ 
ing to put across the Second W ar 
Loan of the United States Treas­ 
ury: 
With the second war bond drive 
soon to start, it might be well to 
consider tile letter printed here. It 
was written by a soldier known to 
Carlton Ervin of 
Florida 
Power 
Corporation, and a copy was sent 
here by tile boy’s mother. It was 
sent from Guadalcanal to a friend 
of tile soldier last January 31 and 
this is the last word that has been 
received from him by his parents. 
The letter isn’t easy reading bul 
It’s im portant—and here it is: 
"From about IO a. rn. until 2:30 
p. rn. it is 130 in tile shade. Wt 
run around in cut-off slacks and 
sometimes nothing. We are all as 
black as ink now. One m erely has 
to sit still and Hie sweat literally 
runs off. We eat two 
meals 
of 
questionable character a day. At 
night we must wear slacks and 
shirts because 
of 
the 
m alaria 
mosquitoes. We take atabrine tab­ 
lets to combat tile ravages of the 
fever which we all get sooner or 
later. I spent Christm as day in the 
hospital with 
tile 
’trots’ 
which 
were awful. New Year’s eve the 
Japs bombed us and not for the 
last time. One has the most help­ 
less feeling when a Jap bomber 
is overhead in the dark. We all 
have fox holes right by our beds 
(beds, hell) so we can jum p into 
them at a moment’s notice. They 
are about four feet deep and long 
enough to lie in face down. We 
cover them with logs and dirt to 
stop fahong shrapnel (we hope). 
Though I have been bombed more 
than 50 times my 
.stomach 
still 
ties itself into knots when I hear 
those bombs whistling towards me. 
Yes, they m ake a rushing sound 
and you break out in a clammy 
sweat and think ‘Dear God, where 
is it going to h it? ” 
They 
have 
come too close for com fort many 
a time. Sometimes we are up ail 
night w ith raids, and then have to 
work all day, Of course we 
are 
bombed and strafed 
in the 
day 
time, too, but I don’t mind thai. 
because you see and shoot back. 
Also our Air corps can go after 
them in the day time. 
“Another pest are the Jap snip­ 
ers, which arc numerous. They arc 
scary but more fun as they only 
snipe in tile day time when we are 
working. You can hear tile “pop 
of their rifles, then the bullet goes 
'zing and you 
know 
they 
are 
shooting at you from some nearby 
tree in the jungle. They are damn 
camouflage, 
but 
are 


L etter /rom 
F ro nt 


Following are extracts from a letter to W . H. W right from 
Captain D. W . McDonald, Jr., Secretary of the Metzger- 
W right Co., now a member of the 96th Squadron, 82nd 
Fighter Group, at the front in North Africa. It is published 
as a revelation of the thoughts and actions of the men in 
the Air Corps: 


• Africa at night Isn’t quite as the movies picture it. 
I f * 
more a case of foxholes, gullies, and boxes than stars and soft 
breezes. 


\ nice letter from home bucks one tip. 


It will be a long, slow 
• Tm no optimist in this mess, Bill 
process before it’s all mopped up. 


• Our out At is certainly doing Its part to help. We’ve really 
set up quite a record on onr missions. Now have 75 victories, 
with a raft of probables. 


A great bunch of boys, believe me. 


• I can see how they fall in love with our planes. 
almost human. 


I've flown with them. 


They’re 


• Hate been feeling unusually fit. 
We don’t mind the things 
that bothered us at first. 
Have learned to keep pretty com­ 
fortable under trying conditions. 


• The frame of mind is that each day is a law unto itself. 
No use worrying after things are over. 
No good to worn 
liefore it comes. 
And too busy while ifs here. 


• The last thing anyone ever thinks about is danger, 
taken for granted and everyone feels he’s the lucky one. 
Ifs 


• A close friend doesn’t come back. 
Ifs never mentioned. 
Just flied away in the normal part of your mind. 


• Everyone homesick as hell and talking frankly about it. 
Anxious to have it over, but ready to keep plugging until it is. 


• Everyone openly discussing the help they get from their 
own prayers and those of their loved ones. An amazing amount 
of practical Christianity, but practically no church. 


• To live entirely in the present in a careless, efficient way. 
To a stranger it would seem that food, sleep, and the incoming 
mail are all I hat matter. 
But Ifs a pretty effective screen to 
keep purely |>ersonftl an intensity of feeling that surprises even 
me when it crops out. 


• I fs really an efficient and well organized army, Bill. 
I'm 
proud to be where I am, though I wish, with the gang, that I 
knew when Pd get hack home. 


This advertisement donated by Metzger- 
W right'* in the interest of the W a r Bond 
drive. 


Metzqer-Wright’s Men's Shop 


SAVE 10% 
Saturday 
WHITE 
SHIRT 
SALE 


reg. 1.65 


FOR SA T U R D A Y O N LY, you can SAVE 10% on these finer 
white shirts, regular 1.65 values. Men, here is an opportunity 
you must take advantage of to buy your Easter shirts. Fused 
no-starch conventional collar. Sizes 14 to 17. 


MtncifcWfelCllT# 


clever at 
stinco shots; so we play hide and up, men with legs gone, with hands 
scek with them until one of us blowni off, pain and 
misery 
in 
Jacked off. Ro far so good their eyes. RUH no complaint. They 
arc not sorry they did their bit and 
for Richard 
"Here there 


KINZUA 


are no stores, no 
movies. no women (black or white. 
JIO USO, no stage-door 
canteen. 
no nothing. The arousement angle 
■VT* 
* 
arc to° busv Working 
and trying to stay alive. The go\ - 
eminent gives 
us our cigarettes 
and a little hard candy once in a 
while. Still the only 
have ever 
heard 
people back home 
live weeks at a time in mud or 


complaint I 
* 
about 
the 
Here the men 


more besides, and are only sorry 
they are out of it. So help me God, 
I w ish everyone back home could 
see the ones who are really in this 
war. No, I am not shell-shocked 
or sorry for myself. I’m not try- 
mg to get sym pathy from anyone, 
because I have had it a lot easier 
I hail a lot of others. 
“I'm still whole and alive. Yes, I 
have changed. 
My 
brother, 
IS 
years old (a Marine), put in five 


(From Page Eleven) 


of Sugar Run who spent the past 
three months in St, Augusine, Fla. 
returned home April 1st. 


dust, clutching their rifles for th eir Juontlls °f this hell. I saw him be- 
li V f S f i 
k . i S U » 
. h a 
I t a 
I,*.*'* 
l l . . .1 
* a. 
v t 


rotting 
wet 
at 


lives. No baths, 
no 
shaves 
no 
clean clothes, underwear 
en their bodies, clothes 
night and scorching hot by day 
Noise, mud, and blood, screams 
agony, nerves shot to 
fatigue and strain \v 
at home? Is everyone 
stealing a little 
gas -too interested in their own 
S S K 
% mt.0rt °r the entertain 


hell 
if 
from 
t\ h a t’s wrong 
too 
busy 


fore he left. We talked it over. He 
is an old man at 18. Not cracked 
up, but the childish fun of th at 
age completely 
abliterated 
by 
sight of 
death 
and 
pain. Don’t 
spend your money on amusements 
for soldiers. Save their lives with 
guns and planes 
th at’s what we 
want out here, and a little 
note 
once in awhile of love and praise. 
It means so much and costs 
so 


Mr. and Mrs. Charles YVeinold i 
were recent Cleveland. Ohio vis- j 
itors, since returning home they I 
have both been ill with tile flu, 
Mrs. Eleanor Smith of tile same 
household is also ill from the same j 
cause. 
Mr. L. J. Lilly of Duke Center' 
and Sugar Run has purchased the 
Hinton house and will remodel it 
for rent. 
Mrs. Hinton has moved 
into her home on Main street. 
Mr. and Mrs. William McWhirter. 
and children from North Tona­ 
wanda, N, Y„ spent the weekend 
with Mr. and Mrs. Ivan Sheldon. 
Miss Ethel Forgach of Corry, 
Pa., spent the weekend with Mr. 


Only Two Weeks Away 


Easter is only two weeks 
away . . . not long in which 
to select your new Easter 
ensemble. 
The earlier you 
make your selection the 
better choice you will have 
• . . from our present large 
collection you will find just 
what you want from head 
to toe, complete . . . right 
here at your own store, 
Metzger-W right's. 


H A L F S IZ E C O A T S 
for you who can not wear 
the regular sizes. You will 
find perfect fit in these 
coats in navy or black 
twill. Pictured is just one 
o fF the 
styles— a 
fitted 
model with rayon 
satin 
binding. 
22.75 


P L A ID S 
of all k i n d s 
have come to the fore for 
this Easter. A three-but­ 
ton style with simulated 
patch pockets s l i g h t l y 
pleated above them to 
give that easy, graceful 
fitted look to the coat. 
Kick pleated skirt. 
$ 2 5 


N A V Y A N D R E D is 
this suit of all wool. The 
jacket is edged all 'round 
in bright red, as are the 
two set-in pockets. Fitted 
coat 
with 
four - button 
closing. 
The skirt has a 
kick pleat both front and 
back. 
, $ 2 5 


D O R IS D O D S O N out- 
fits the junior miss in this 
adorable little number of 
American 
Beauty 
rayon 
crepe 
in 
turquoise 
or 
peach trimmed with the 
daintiest of ruching clear 
around the jacket, 
with 
inserts of daisies. 12.95 


S E N S IB L Y 
Y O U N G 
dress for the woman who 
wants 
to 
look 
smarter, 
younger and prettier. A t­ 
tractive monotone rayon 
crepe in a two-piece ef­ 
fect jacket dress with re­ 
movable dickey. 
In sizes 
I U/2 lo 261/,. 
16.95 


C H E C K S a r e the most 
important f a s h i o n this 
Spring and here they are 
in 5 0 % wool and 5 0 % 
rayon in brown with a 
brown velvet collor. Man- 
tailored . . . and the skirt 
is pleated all the way 
around! Also in navy or 
black check. 
$ 2 5 


T H E S E MESH H O S E 
of rayon are very sheer 
looking and will wear you 
extremely 
well, 
as they 
have the feet reinforced 
with cotton. Reg. 1.50 pr. 
ONE DAY ONLY 1 . 1 9 
3 pr. 3.50 


M E L L O - S U E D E ara 
these bags and they come 
in every conceivable col­ 
or, even to turquoise— 
also in black, brown, and 
navy. 
Soft, large. I. $ 9 


N IS L E Y S H O E S salute 
to navy blue. 
Blue foot­ 
wear goes with practical­ 
ly everything. 
You'll be 
very willing to spend that 
coupon No. 17 for these. 
$5 and $6 


Brewster! 


and only 


a yu u tc 


You've seen these hats 


in the pages of famous 


magazines. You know 


that they're 
the 
ac­ 


cepted s t a n d a r d of 


s m a r t n e s s in yeer- 


'round classic felts. You 


will be surprised that 


at Metzger-Wright's— 


though you may have 


seen them for much 


more elsewhere — they 


are only 6.95 for both 


dark and pastel colors. 


Completely Costumed for Easter in 
the B U D G E T -S H O P for 
21.95 


Believe it dr not! The suit— a smart, man-tailored three-button 
herringbone— is only 11.95. 
The coat, a loose sporty style 
with cut-in pockets and a smart shoulder rosette, of a dis­ 
tinguished plaid pattern, is only $10. 
You may buy them 
together if you wish for 21.95. 
O r you may buy 
separately. 


them 


Delivery Notice: 
O w i n g 
t o g a s r a tio n in g , 


we will m a k a b u t t w o d e ­ 


liveries a week, a n d t h e n o n l y o n th e f o l l o w i n g ite m s: 


A p p l i a n c e s , 
P ianos, 
In fa n t s ' 
F u rn itu re , 
L a r g e 
R u g s , 


Lin o le u m , Furniture ( la r g n p i e c e s ) , M a t t r e s s e s , S p r in g s . 


L a r g e 
F lo o r 
L a m p s , 
L a r g e 
W h e a l 
T o ys, 
Full 
S e t 
of 


Dishes. S e v e r a l R o o m s cf Wall P a p e r , Trunks, S t o r a g e 


C a b i n e t s . 
Mtl/fiERAVfelfiUT® 
Discount Stamps Save You 2 l/z % 


ROSE BUSH SALE 
2-Year Field Grown 50e 
Ct. Field Grown 3 for 2.25 


Every one outdoor grown. Plant 
them now. 


No.ntit ? Jot' fair’ h;n * A ,w ° rS 
- - — J 
“ A 
w Boyd English 
soldier ran always find 
amuse­ 
ment for himself if he has to The 
money wasted back there would 
be much better 
spent 
on 
gum 
ships and planes. God, how we nerd 
planes, Ask any Marino or soldier 
or Bailor who has dodged bombs 
or shells or subs what they 
of these tiling s. 


gem ted hut you cai, t exaggerate 
premature death. I am not a flag- 
waver and I don't want to be a 
blow-hard, but something m ust be 
done about tile misguided energy 
back home, 
DICK ” 


Mr. and Mrs. D. L. Wilcox from 
Franklin spent a short time at 
their home here Sunday. 
Dr. C. C. Flatt has been confined 
to h i s home the past week by ill­ 
ness. 


was a 
valued 
employee 
of 
the 
company. 
Mrs. Mary Bache n ba ch is spend­ 
ing some time in Cleveland, Ohio 
With her daughter and now grand­ 
son. 
She is expected home .Satur­ 
day. 


Foxy General Giraud 
I 
Never Quit Fighting 


(From Page Nine) 
wounds fully healed and was re­ 


tie returned to his regiment and I for the return of French prisoners 
fought through the remainder o f '0* war. 
Giraud refused both re- 
the war. 
The Gestapo paid dearly for ne­ 
glecting the supposedly harmless 


think 


I haven't blown my top. Maybe 
ve qver-emphasized But I have 
I# years old 


Rheumatic heart disease is said 
to occur more frequently among 
fair-haired 
people 
than 
dark-haired J people. 


Carotene, which causes the yel­ 
low color in carrots, is also a pig- 


»eei» lads 


Tile many friends here of Fred 
Hurd, 
who 
passed away at h is. 
. 
. .. 
home in Rexford last week were 
of the human skin. 
among saddened by the news of his pas-1 
-------------------- — 
.sing. 
Mr. Hurd lived here during 
In Argentina, January I 
e ft KU,..., 
1. , i i a,. 
» 
* 
j the operations pf the Central Benn- warm est m onth.’ while Jm 
S,<.i mown * ‘CObody reads the Tunes M i r r o r .................................... 
S y l v a n ia Lumber 
Com pa ny 
1 
and July aic the coldest. 


the 
and 


4 
^ 
^ 
1 old string picker at Konigstein 
captured. 
He learned to bide his Fortress. 
Giraud wove his string 
time. 
He 
stayed 
rn 
bed 
when1 into a strong of rope 60 feet long, 
guards were looking and hardened 1 
When the general returned to 
his muscles by pacing his cell at E’rance, Marshal Petain asked him 
night. 
In 1915 ho escaped again, to sign a pledge never to take up 
Nurse Edith Caved helped GI- arms against Germany, and Laval 
rand got to England after ho ap- suggested he return voluntarily to 
pearod in Belgium working as a tho prison so# as not to interfere through th 
chest 
stable boy with a traveling circus. j with negotiations then under way, beside his mon. 


-quests and soon was in touch with 
the French underground. 
Giraud and Betain had Quarreled 
before. 
When Giraud was a col­ 
onel fighting tho Rift's in Morocco 
he violently disagreed with 
Re­ 
tains cautious tactics and advo­ 
cated smashing offensives to end 
the costly campaigns. 
Giraud ig­ 
nored an order to evacuate the 
Fort of Tazas and later was shot 
while lighting 


Two of Giraud’s sons are French 
army officers: a third was killed 
in a plan ' crash in 1935, 
Two of 
his 
daughters 
are 
married 
to 
French officers and two are un­ 
married. 
General Giraud is primarily not 
a politician and would rather he 
at the front with an army than 
organizing governments behind the 
lines. But friends insist that what­ 
ever task the United Nations high 
command chooses to give him, he 
will continue working tirelessly for 
the total defeat of Germany, 


